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INTRODUCTION. 


Wood has always been of considerable importance as fuel in this 
country, and the present emergency has greatly increased its com- 
parative value for this purpose. Wood is now being cut for fuel in 
places where for many years it had practically gone out of use. On 
farms where coal had become the ordinary fuel and was brought in 
from great distances while wood suitable for fuel went. to waste in 
the neighborhood, wood is now coming into its own again. It is 
being more used in churches, schools, and homes, and even in fac- 
tories. The use of wood for fuel saves transportation, it utilizes 
wood that would otherwise go to waste, and it releases coal for ships 
and railroads and munitions plants. Heretofore wood has supplied 
between 10 and 15 per cent of the total amount of fuel used in the 
United States. The wide distribution of wood fuel supplies, and the 
fact that they are so located as to save transportation should, under 
present conditions, lead to a considerable increase in the proportion 
of wood in our fuel consumption. 

The purpose of this bulletin 1 is to aid in the conservation of the 
Nation’s coal supply and in the full and proper use of our wood 

1As is readily apparent, the material used in this bulletin is largely compiled from 
many sources. Credit has been given as far as it has seemed practical, but in many 
instances the data are so adapted and changed that a specific reference would be mis- 
leading. Information has been obtained from State wood-fuel and Forest Service publi- 
cations mainly, but miscellaneous data and tables have been drawn from everywhere. 


This general statement is made in order to acknowledge help from sources not specifically 
mentioned. . 


2° BULLETIN 7153, U. S. DEPARTMENT OF AGRICULTURE. 


al 


resources to prevent the recurrence of such a fuel shortage as occurred 
during the winter of 1917-18, by indicating the best and most eco- 
nomical methods of cutting, distributing, and using wood for fuel. 
Uneconomical methods of handling the wood increase the cost and 
waste the product, careless methods of cutting the trees may endanger 
the future supply, and the reckless use of shade or ornamental trees 
for fuel is an unjustifiable extravagance. 

In the utilization of the forests of the country, including farm 
woodlands, a great deal of wood material is produced which can not 
find a use other than as fuel wood. While some of it is used for 
acid wood, charcoal, etc., most of it is left for fuel or wasted. 

Since many of the trees in our forests are fit only for fuel, they will 
not be cut unless there is a demand for fuel wood. Improvement 
cuttings, which take the small, diseased, or defective trees, can not be 
profitably made in many cases unless there is such a demand. Thin- 
nings can frequently be made to pay for themselves if the material 
is used for fuel. Sometimes products of thinnings can be used for 
other purposes than fuel, but more often they can not. As proper 
thinnings and improvement cuttings are a great stimulus to increased 
production and at the same time improve the quality of the timber, 
a fuel wood demand opens up a great opportunity for forest im- 
provement and, if widespread and continued, will produce a vast total 
effect for the better in the character and quality of our forest re- 
sources. 

Wood waste occurs at every stage of the manufacture of wood 
products, from the lumber operations through the milling process 
and in the special processes necessary to shape the article into its 
final form. A wide use of wood fuel affords a market for this waste, 
which would otherwise be lost. 

Preparing wood for fuel involves slightly more labor than is 
required to produce coal. It is, however, usually widely scattered 
labor which is used in wood cutting and hauling, and no increased 
demand on labor is really made. On most farms there is plenty of 
time during the winter for both men and teams to work at getting 
out wood. 


WOOD INSTEAD OF COAL FOR FUEL. 
USE OF WOOD SHOULD BE LARGELY INCREASED IN RURAL DISTRICTS. 


Who can with the least hardship restrict his consumption of coal? 
Certain classes of consumers require concentrated fuel, such as coal 
or crude oil; others can use other fuels, but at a considerable disad- 
vantage. Most manufacturers are unable to substitute wood for coal 
to any great extent because of the character of their heating and 
power plants and because of their location, which involves railroad 
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haul for wood. For similar reasons domestic consumers in the cities 
can not well use wood to any great extent. Wholesale rail trans- 
portation of fuel wood is not desirable because of its bulk as com- 
pared with coal of the same heating value. The substitution can best 
be made in places where team-hauled wood will take the place of 
rail-hauled coal. Farmers who own woodlands and villagers who 
can buy wood from near-by farms can reduce their consumption of 
coal with least inconvenience to themselves and with the greatest 
benefit to the public interest. 

Because of the large proportion of wood normally used in the 
South and the long hauls involved in the West it is not likely that 
the use of wood for fuel can be greatly increased in those regions. 
In New England, New York, New Jersey, Pennsylvania, Ohio, In- 
diana, Illinois, Iowa, Missouri, and the Lake States it ought to be 
entirely practicable in many cases to replace coal with wood. In 
these 17 States is a rural population of about 20,000,000, which is 
estimated to use annually 18,000,000 tons of coal. If by substituting 
wood one-quarter less coal could be burned on farms and one-tenth 
less in villages, the total saving would amount to nearly 3,000,000 
tons, or between 65,000 and 70,000 carloads. | 

For many uses, and particularly for summer-time use, wood is a 
more convenient and cheaper fuel than coal. Churches, halls, summer 
cottages, and other buildings where heat is wanted only occasionally, 
and then on short notice, find wood more satisfactory for this 
purpose. 

PRESENT USE OF WOOD FUEL. 


Up to the present time practically no systematic attempt has 
been made to take a census of the wood fuel cut or on hand each year. 
Wood seems to be the only form of fuel on which annual statistics 
of production are not available. 

In 1916 and 1917 the Bureau of Crop Estimates in the Department 
of Agriculture secured estimates of the number of cords used on the 
farms but not the total amount cut. It is understood that in 1918 
the amount sold from the farm annually will be obtained also, thus 
showing the total cut. | 

According to figures collected by the Bureau of Crop Estimates 
(see Table 1) about 83,000,000 cords of wood fuel were used in 1917 
on the farms of the United States. Similar estimates made in 
December, 1916, indicated that about 82,000,000 cords were used. 
It is likely that the total amount consumed on farms and in villages 
and cities is upwards of 100,000,000 cords annually. In these esti- 
mates, and in all other references to “cord” in this bulletin, unless 
otherwise stated, a cord is reckoned as 128 stacked cubic feet—i. e., a 
pile 8 by 4 by 4 feet. 
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The value of wood advanced more than 24 per cent from December, 
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On the basis of 191 
value of firewood used on farms of the United States is about 


$283,000,000, or $43.13 per farm. 


1916, to December, 1917. 


TABLE 1.— Wood fuel used on farms. 
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Fic. 1.—SAWING EMERGENCY WOOD TO RELIEVE COAL SHORTAGE, GREENVILLE, 
TENN., JANUARY 18, 1918. 


F-43247 


Fig. 2.—A LOAD OF STOVE Woop IN NORTHERN MICHIGAN (ONTONAGON 
COUNTY). 
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A detailed survey of the use of wood and coal in selected localities 
in a number of States gave the following comparative data: 


TABLE 2. —Average annual consumption of coal: und wood per family on farms in 
eight States.* 


Coal, per family. Wood, per family. 
State and county. 

Tons. Value. Cords. Value. 
Wennronuy dam Olle) ne. onure ye ne Ate eee eck Sel 0.1 $1.01 14.3 $65. 40 
INC WARORKAOCSOLO) ie rate ny Sai PU Sia aR eh aI 2.5 16.00 12.2 54. 80 
Rennswivania (BUCKS) Mechs so she ce eck ele ate tale et ee eas 4.9 26.90 6.2 19.00 
GIN TERCOHAITDAION) recy ew eee ey maak ea Na Oath 23.70 12.0 32.50 
WAISCONSITINCISHENSOM))yeiare oe Ae RR no ee ee Sead 3.0 20.70 Use 38.80 
MGW OVLOM LE OMOCL YA) haere onl ary ctns ee eee celles vise eee 3.9 29.57 4.8 22.40 
Nori Carolina (Gaston) ae ae Pee ae NEE REA te tee ee Uae a sea 14.0 43.58 
CAEL EEPIDY, (CANS OY HOS) NH TDN ed TRAE US a) WON IL HE 17.8 51.60 
PARV OTC O septs ee eee ee aiecs es ea ha Rly SEA nei eee ee Can 2.5 14.74 11.1 41.01 


1 From Farmers’ Bulletin 635, ‘‘ What the Farm Contributes Directly to the Farmer’s Living,”’ by W. C. 
Funk. See also Deparineut of "Agriculture Bulletin 410, ‘‘Value to Farm Families of Food, Fuel, anal Use 
of House,” by W 


TABLE 3.—Average annual consumption of wood per person in eight States, show- 
ing the per cent of wood bought and the per cent furnished by the farm. 


Per person. Per cent. 


State and county. MENT Maan 
Cords. Value. Bought. Furnished 


by farm 

Wermlon ti GH amoilla) ie Pens Air ck re ua le Letina hele doy sii 3.0 $13. 62 3.0 97.0 
ING WANCOT KS (OSCR) eee eh, epee ere eee een ae a REY 3.1 13.70 1.8 98.2 
IRennsylvania GS uCks) sori eee me hE eR RN Ea 1.2 8.65 5.8 94.2 
OOM Cham pale) ee ea ATE per Hel kad aie ee ey i tks 2.9 7.93 6.2 93.8 
WASCOMSIMN CETOrSOm))mts sue tet ee We KO ey Chae 1.1 5.34 Heth 92.3 
WowaTr@Miont 2 Omlery)) Meese ee yee ee rors ee mney aA At S282 eo eee 100.0 
Noni nC arolinal (Gaston) eases set. eee yee ere 3.1 9.68 3.9 96.1 
GCEOreta (GRE OU) eke Pye hepsi tste opti te ee Ca A Rise) Co ALO alien 100.0 

PA CT AD Oana. sear Re E ati tdi aU cme nD aot fl Kua ONG ils Yar IN he 2.4 9.04 3.55 96. 45 


INDUSTRIAL USE OF WOOD FUEL. 


The use of wood fuel by factories reached its greatest. development 
in New England during the acute coal shortage of the winter of 
1917-18, because this section was practically shut off for a time from 
all supphes of bituminous coal, which is the factory fuel. Com- 
plete information is not available on the quantity of wood used by 
the factories or how extensive its use was throughout New England, 
but it is known that a great many factories were forced to use wood 
to keep in operation. One dealer reported that he had shipped 5,500 
cords of wood to the factories in eastern Massachusetts. 

Such use of wood will come about only through necessity, as it 
costs at least three times as much as soft coal. The only reason for 
using it, therefore, is to keep the factories running. This points to 
the fact that in wood fuel the country has a reserve or substitute fuel 
which can be drawn upon in an emergency, not only to supply domes- 
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tic consumption but to keep the factories running, although it may 
not be so efficient in the latter case as coal. Instead of waiting for 
emergency conditions to arrive, it would be well for both domestic 
and industrial users of fuel to plan on wood reserves in case the 
main reliance, coal, is not forthcoming. 

It has been reported that cotton mills in South Carolina and else- 
where throughout the South are laying in wood to supply the mills 
in case of shortage, in addition to their usual supplies of wood for 
the operatives. 

It is, of course, not desirable to use railroad transportation for 
wood fuel to factories unless there is no coal to haul. Then wood may 
be moved by rail to avoid shutting down. Many factories are so- 
located at points away from large centers that wood can be used 
without shipping, and as in the aggregate they consume a large 
amount of fuel, a change to wood would be an appreciable help. 


WHAT TO USE FOR WOOD FUEL. 


THINNINGS AND IMPROVEMENT CUTTINGS. 


The great bulk of the wood-fuel supply in farming regions should 
come from thinnings and improvement cuttings on farm woodlands. 
Except under stress of emergency, trees which will produce lumber 
or other material of higher value than cordwood should not be cut 
for fuel. 

Trees which are better suited for fuel than for any other purpose, 
and whose removal will be of benefit to the remaining stand, are: 

1. Sound standing and down dead trees. 

2. Trees diseased or seriously injured by insect attacks, or those 
extremely liable to such injury, such as chestnut in the region subject 
to blight, or birch in the gypsy-moth area; badly fire-scarred trees. 

3. Crooked trees and large-crowned short-boled trees which will 
not make good lumber and which are crowding or overtopping others. 

4, Trees which have been overtopped by others and their growth 
stunted. 

5. Trees of the less valuable species where they are crowding more 
valuable ones, as beech, block oak, birch, hard maple, white oak, or 
white pine. 

6. Slow-growing trees which are crowding fast-growing species of 


equal value. 
TREES ON OLD PASTURES. 


On many farms former pastures have become overgrown with 
red cedar, gray birch, aspen, pine, or other trees. The trees came in 
slowly and through neglect were allowed to steal much of the pasture. 
If fuel is to be cut somewhere on the farm, such land as this should 
be drawn upon first of all and redeemed by removing all the trees and 
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restoring the land to grass. Also, uncleared corners of fields or 
patches of agricultural land within the border of the wood lot may be 
cut clean, the wood used for fuel, and the land eventually farmed. 
The expense of clearing is thus largely or entirely met by the value 


of the fuel produced. 
TOPS AND LOPS. 


Thousands of cords of wood from the tops and limbs of trees felled 
in lumbering operations rot annually or furnish fuel for forest fires. 
Ordinarily this waste can not be avoided, because lumbering is most 
important in the less thinly populated parts of the country, and long 
hauls to cordwood markets are too costly. Sometimes, however, 
farmers overlook near-by woods operations as sources of ‘fuel. The 
material is already down and can be worked up easily into cordwood. 


Owners of cut-over land usually are glad to have such material re- 


moved. 
MILL WASTE. 


Mill waste is very widely used as fuel in the neighborhood of saw- 
mills and woodworking plants. Much of this refuse is burned to sup- 
ply power for the mills themselves, but considerable is used as fuel by 
individuals and in some regions by other manufacturers. In many 
instances there are still large amounts of this material going to waste 
which could be made available for fuel. 


SAWDUST BRIQUETS. 


There are now at least three firms on the Pacific coast engaged in 
the manufacture of sawdust briquetting machinery, and at least three 
plants for the manufacture of this fuel have been established there. 

The main market for briquets will probably be for domestic use 
where the cleanliness and easy kindling qualities of the briquet are 
a fine asset. For this use the briquet might be able to compete with 
coal at only $8.50 a ton, the housewife being willing to pay a little 
more for the same heat value on account of these desirable proper- 
ties. The almost total absence of ash, the absolute absence of clinker, 
and the lack of smoke are great advantages of briquets over coal. 

In competing with cordwood the briquet has certain advantages, 
such as requiring less labor in preparing for the fire, containing less 
moisture and more wood per pound, and obviating the need for 
kindling wood. 

The best chance for the success of the wood or sawdust briquet 
is in those regions where sawdust is abundant and coal is expensive. 
The region best fulfilling these conditions in this country is the 
Pacific coast, and it is a significant fact that the companies now 
establishing the industry in America are all, as far as the author 
knows, on the Pacific coast. 
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CHARCOAL. 


In England it is said that the war has caused a revival of the dying 
charcoal industry. A great deal has been done with this fuel and 
there is a possibility of a like interest being aroused in this country 
as fuel conditions become acute. There are doubtless many places 
in the wooded districts of the East, especially near large cities, 
where charoal can be made to advantage in the next few years. 
Charcoal has a larger heating power per cubic foot than wood, a ton 
yielding about 2,000 horsepower, and it is cheaper to transport on 
account of its light weight. 

Table 4 gives the production of charcoal in the United States in 
1909. It is reported that Michigan and Wisconsin now lead in char- 
coal production. 

TABLE 4.—Charcoal production in 19093 


State. Quantity. Value. 
Bushels. 
dM BY EE Nea lage oi ta tea Reh oa el MN Ea oh ah eres AL NURS ap Me toy bic ict a 13, 514, 106 $868, 003 
INOW:Y OFK a: Su5.22. 682 eS Be AR is et re co a Sect Miers Ne CU ci Feet aie eae er 5, 147, 160 287, 103 
POTTS WAV AINA ee oes oe rca oars ne Sate ee Ea te eee RL eens 16,:357, 598 936, 357 
PATTOEHEL S bALeS ey i See ee he coe ee oh ee ee ae ee Re eee 3, 998, 383 260, 181 
Ota So. oo See es eo Seca eee hee eee see Share o'Seroee SR eee eek ee eeeak See 39, 017, 247 2,351, 644 


1 Thirteenth Census, U.S. 1910, vol. 10, p. 622. 


SUPPLY OF FUEL WOOD. 


With the increased use of wood fuel which is likely to continue 
for several years, it is important to know how much fuel wood there 
is in the country and its local distribution and availability. An 
estimate of the total amount of firewood has never been made. Ten- 
tative figures show the following cords per farm in certain selected 


regions: 
No. of cords 


Region. per farm. 
Nertherns, .Viermonti i 22) 520) fo). 2) epee a ee Petes ee eee 952 
Southeastern Pennsylvania_________ pcs aieit cd Owe bey a Vil aah gst a 218 
Southermysindianal 85 #0 ee oe ee 474 
Centrale indiang 6 S50 8 nT ee En a ae ee 167 
Northern: | did tana a ee eee 344 
Wortitern® “Wisconsine) 22 2 Oe SS Te AE eee ee 317 
Southern: Minnesota 28 J ier TA ess a ea ee 256 
astern dowalt ees ten ee eee eee 243 
southeastern. Nebraska. 225) ek ee ee ee 141 
Gentral: North. Carolina: > 23 cee Ne Ie Od: 
Northeastern ;Soath: Carolimas 2.237 ee hs Pe ee se ee 1,978 
Central) Tennessee eee 8 ee ESPN En RENAE, TF ne Ree Eee ec Os er an 192 
Worthern ‘Alabama: (23-05) Maat Peeee ay Seed TREE LE 2 ae ee 1, 660 
Northern Louisiana) © 36 eR eee ees On ae ie a ee Dy aes 
Southern: Missouri: 2. 2. 229 #6 a ae ee ae ee ee 601 

Average: 2a She Ee TS etal ia 739 


1‘* Logging and Lumbering,”’ by C. A. Schenck. 
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Fic. |1.—UNLOADING CORDWOOD FOR FUEL FROM SAILBOATS AT WHARVES, 
WASHINGTON, D. C. 
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Fic. 2.—VIEW OF TOP OF STACKS OF CORDWOOD IN ONE YARD AT WASHINGTON, 
Dac: 


Capacity of yard 5,000 cords. 


Bul. 753, U. S. Dept. of Agriculture. PLATE III. 


F—I-RS 


Fic. |.—INDUSTRIAL USE OF WooD FUEL. STORED WooD FUEL RESERVE OF 
A NEW ENGLAND FACTORY. 


This supply was obtained in anticipation of a coal shortage. Photo by W. D. Clark, published 
in American Forestry, June, 1918. 
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Fic. 2.—FiIRING WITH WoobD FUEL; FURNACES IN A NEW ENGLAND FACTORY 
EQUIPPED WITH AUTOMATIC STOKERS FOR COAL. 


Photo by W. D. Clark, published in American Forestry, June, 1918. 
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On the farms alone the total area of woodland in the eastern 
United States is approximately 148,392,000 acres. The first tier of 
States just west of the Mississippi has a great deal of timber, espe- 
cially northern Minnesota, southern Missouri, Arkansas, Louisiana, 
southeastern Oklahoma, and eastern Texas. In the West the 
wooded areas are for the most part restricted to the mountains. An 
average of 10 cords per acre, which seems reasonable, would give 
one and one-half billions of cords for the region east of the Missis- 
sIppl. 

At the average rate of consumption on the farm itself, 12.6 cords 
per year, 739 cords will last 58 years. On the average this would 
be ample time to replace the stands and thus continue the supply 
indefinitely. As a fact, however, the woodland area is in many re- 
gions constantly shrinking as a result of land clearing for agricul- 
tural use and grazing. Thus unless care is taken of that which 
remains the future supply of fuel wood will be materially reduced. 

The supply of wood fuel in any particular locality depends on 
more than the total amount of timber. Part of it will be on the 
land which is suitable for clearing for agriculture, and which will 
be cleared and improved in the near future. Obviously, the timber 
on such tracts can all be cut. More will be found on land which 
should be retained in woodland, and here the question is how much 
can be cut out safely. As a rule, only a certain percentage can be 
cut without jeopardizing the forest resources of the future. There 
is the further question of how much of the wood cut is available 
for fuel. The trees which are cut may be suitable for lumber, ties, 
telephone poles, and other higher uses. Therefore, it is essential to 
know not only the total amount of wood but the amount of fuel 
wood which can come out without injury to the forest. Only by 
means of a survey covering these points can a practical and compre- 
hensive plan be developed to coordinate the supply and use of wood 
fuel within a given region with other forms of fuel which may be 
available. 


PRODUCING AND MARKETING WOOD FUEL. 
STUMPAGE. 


The first item of cost in producing wood fuel is the price reckoned 
or paid for stumpage. Stumpage for this purpose ranges in price 
from nothing to $5 per cord, depending somewhat upon the region, 
the kind and quality of timber, and the ideas of the owner. In remote 
districts where land is being cleared the standing cordwood material 
is sometimes given away. Slash from lumbering operations is also 
frequently given away for the cutting or is sold at a nominal price. 

Timber of better quality than cordwood material may naturally be 
expected to sell for higher prices than seems justified when compared 

89354 °—18——2 
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with reasonable cordwood stumpage prices. Such material should, 
however, not be so used except in cases of emergency, when other 
stumpage can not be secured. It is reasonable that higher prices 
should be paid for stumpage when the area is to be cut clear than 
when only an improvement cutting is to be made, since the latter 
method increases the cost of cutting somewhat and besides takes 
material of the least value, the removal of which is a distinct benefit 
to the forest. In many cases an owner can well afford to give mate- 
rial from improvement cuttings or thinnings to anyone who will 
cut it. 

Average stumpage prices ordinarily range from 50 cents to $1.50 
per cord. | 

ESTIMATING STANDING CORDWOOD. 


- While cordwood is generally sold on the basis of measurement after 
it is cut and corded up, it is frequently desirable, especially in case 
of buying entire tracts, to estimate the amount of wood while still 
standing. This can be done by methods similar to those used for 
saw timber. Table 5+ shows roughly the number of trees of different 
diameters required to make a cord. 


TABLE 5.—Numoer of trees required to yield 1 cord. 


Hardwoods. 


2 : E Northern Soft- 
Diameter of tree (breast high, outside bark). Southern 
? (beech (chestnut, woods. 
oak, hick- 
ete.). ory, etc.). 


DSc SN 10S Fa, OO Ag RRR TREY Re pb OTe LAG ON ALD (ae ele 170 oat ee Se 
qb Sy £2 A eae eee ee RE en Ceca Liesl. En iets Lee? | TC [ese) oman: oe A 
i Os oe a aI ORT MD Gey aE ON Aree ane Rat Pe ig Sey: Fe ihe, epee 
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The figures given are for trees of average height: allowances 
should be made in case of unusually short or tall timber. 


1“ Measuring and Marketing Woodlot Products,’ Farmers’ Bulletin 715, by Wis, ae 
Mattoon and W. B. Barrows. 
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FELLING. 


On the farms a time when labor can not be used at other work is 
the best time to cut wood; winter, late-fall, and early spring are 
therefore generally the seasons when most wood fuel is cut. In the 
South, where the slack season comes at a different time, summer 
“may prove the best season. However, there is no good reason why, 
if labor is available, fuel wood may not be cut at any time. 

In the case of hardwoods which reproduce readily from sprouts 
the time of cutting is of some importance. The sprouts will start 
immediately if the timber is cut in the summer or early fall but 
will not be strong enough to stand the winter, with the result that 
the reproduction will be winter-killed. On the other hand, if the 
timber is cut in the winter the sprouts will grow during the spring 
and summer to such a size and hardihood as to be immune from 
winter-killing. Winter cutting should therefore be practiced with 
species which sprout, if reproduction is desired. 

Cordwood is generally felled and cut into 4-foot or sled lengths 
with axes, or In some cases where larger trees are cut, with crosscut 
saws. Owing to the small size of the material generally cut this is 
the most economical method of felling the trees. A number of 
power-driven tree-felling machines have been devised, but none of 
them have proved practical, and even 1f they should become so their 
value would be in felling trees of large size. , 

The cost of cutting cordwood varies with the prevailing wages 
of the region and with the kind of timber cut. Woodcutters’ wages 
run from less than $2 to more than $4 per day, or where paid by the 
cord, as is general in some regions, from about $2 to $3.50 per cord. 

The quantity of wood which can be cut per day per man is, of 
course, the real basis of the cutting cost and depends most on the 
skill of the workman and on the kind of wood. Inefficient labor will 
produce but one-half cord of hardwood or 1 cord of softwood per 
day, whereas good skilled workmen will cut from 1} to 2 cords of 
hardwood or from 3 to 4 cords of softwood per day. In one instance 
men inexperienced in timber work, such as business men from town, 
cut in hardwoods at the rate of two-thirds of a cord per day for the 
first day. 

These figures include both felling the trees and cutting them up 
into 4-foot lengths. If material is cut sled length, as is frequently 
done, more can be cut. in a day. 


SKIDDING AND HAULING. 


In probably the majority of cases the practice is to cut wood into 
4-foot lengths and pile it close to where the trees are cut, and to haul 
it direct from these piles to consumers. 
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In many cases, however, the trees are merely trimmed or cut into 
sled lengths and hauled to the consumer to be sawed into stove 
lengths, or to central points in the woodlot or along a road to be 
cut up and piled for future hauling. It is possible that extension of 
this practice may in many instances considerably reduce the cost of 
producing wood fuel, both by reducing the amount of hand labor 
required in cutting up the material, in centralizing the work of cut- — 
ting it up, and in increasing the amount which can be hauled by re- 
ducing its weight through seasoning. 

Skidding or hauling out to a roadway or central point should not 
cost over $1 per cord. 

SAWING AND SPLITTING. 


Stove wood is no longer “ bucked up” by hand with a bucksaw, 
except in isolated cases. Few men can saw more than from 14 to 2 
cords of 4-foot wood into 16-inch lengths in a day, while with power 
saws of from 6 to 10 horsepower a three-man crew can saw up from 
10 to 15 cords per day. 

For ordinary use a 24 or 26-inch circular saw, driven by a 6 to 12 
horsepower gasoline or kerosene engine, is used. The engine and 
saw frame are mounted on a truck so as to be readily moved from 
place to place. Long sticks can be cut up by such a saw as easily 
as 4-foot pieces, except that in case of larger wood one or more addi- 
tional men will be required to pass wood to the saw. At the present 
time complete sawing outfits cost from $200 to $500, depending on 
the horsepower and the size of the saw. Saw blades cost from $6 to 
$12, and saw frames from $30 to $40. 

Farmers who do not have this equipment and whose requirements 
will not warrant such an investment may hire such a saw and engine 
and exchange the necessary labor in its operation within the com- 
munity, as is frequently done in grain thrashing. Many have gaso- 
line or kerosene engines or tractors, and a small portable saw would 
therefore be a comparatively minor investment and would pay for 
itself in working up the average wood lot. It could be used every 
winter in cutting the yearly supply as well as a surplus which might 
be marketed. Good opportunities exist for operators of thrasher 
and silo-filling outfits to do custom sawing during the winter. 

For cutting large logs there are on the market several types of 
power-driven drag-saws, such as are in common use in lumber opera- 
tions in the Pacific Northwest. These machines, which are generally 
operated by a 4-horsepower gasoline engine, can be carried from 
log to log by two men, and cut logs up to 7 feet in diameter. It is — 
claimed that they can cut from 10 to 30 cords of firewood (soft- 
woods) in 10 hours, 
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Fic. I1.—SAWING BLUE GUM (EUCALYPTUS) WOOD WITH GASOLINE ENGINE. 
Rate 15 to 2 cords per hour. Santa Fe Springs, Cal. 
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FIG. 2.-LOAD OF HACKBERRY POLES ON PUBLIC SQUARE FOR SALE AT $2.50 
PER LOAD, GALLATIN, TENN. 
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Fic. |.—BUzz SAW, POWER SPLITTER, AND CONVEYOR, SET UP AT 
DOVER, MASS. 


Photo by W. D. Clark. 


Fic. 2.—TABLE SAW AND SPLITTER OPERATED IN A MASSACHUSETTS 
FARMER’S WOODSHED. 


Photo by W. D. Clark. 
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These machines weigh from 150 to 200 pounds, and cost from 
$170 to $200. They are probably not practical for ordinary cord- 
wood operations where the trees are of comparatively small size. 
The cost of sawing with power saws depends, of course, upon the 
kind and size of wood sawed and upon the prevailing rate of wages. 
With three or four-men crews, wages of 30 to 85 cents per hour, 
and a cut of 16 to 20 cords per day, the average is as follows: 


Cents per cord. 


LOTR a Ae Te SS il Ga ES ME 9S A SS RR RD AERIS Re LN SOE ME ees SE 8 50 
Rec ee Opn Cy erm re nye es BOT et Rk AD ee a Pe PRT ARS ike sh DED Te 9 
ce call eS aS ET I STO RU, era SOR CL Ue SAY 6 WP ESN CNP Oe al. 
PERLE C aiitON anneerest. CUG tows! eh soy OA eo a bed Ba Ve 10 

MON BOTH #28 8 IRS 2 eS hat dhe 0 2 RY ae Seek eel ee Dn Acme NERO oo NEAT 70 


Charges for custom work were from 50 cents to $1 per cord, de- 
pending on the number of cuts and the kind of wood, but are now 
between 75 cents and $1.50. 

Splitting is still largely done by hand, often by the consumer in 
his spare time, so that its cost is not an item to be considered in the 
price he pays for wood. Although much larger amounts have been 
split by expert axmen, an average man will seldom split more than 
four cords of stovewood per day. The amount depends, of course, 
on the species of wood. Some woods, such as birch, maple, and.most 
conifers, split very easily; others, such as elm, sycamore, gum, and 
apple, are very hard to split. Most woods split more readily when 
green or partly dry than when dry. Splitting machines are now 
coming into more general use around woodyards where considerable 
quantities of wood are handled. These machines are driven by the 
same engines which run the cutting-up saws, and sawing and split- 
ting are done at the same time. Two men with such a machine can 
split the wood as it comes from the saw. By installing an automatic 
carrier from saw to splitter one man can operate the latter. (See 
fig. 1.) Splitting by machine should not cost more than 75 cents 
per cord. By hand it costs around $1 per cord. 


SEASONING. 


The seasoning of wood for fuel is important, because dry wood 
has a somewhat greater heating value than green wood, is much 
more convenient to use, and is very much lighter in weight and 
therefore can be handled at less cost. In general it seasons more 
rapidly in the late spring and summer than during the remainder of 
the year, and most slowly when cut in late winter. The fact that 
checking is severe in summer does not matter, as this does not injure 
fuel wood. 

The method of stacking depends primarily upon the rapidity with 
which it is desired to have the wood seasoned. A common practice 
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is to pile the 4-foot lengths in compact piles resting on two bed pieces. 
This does very well when the wood is to season for six months or 
longer, but a different procedure must be adopted where more rapid 
seasoning is desired. The most open form of pile is the so-called “log- 
cabin ” style. A pile which gives almost as good results without occu- 
pying nearly as much space has alternate tiers resting on single sticks 

at each end. There 

isample ventilation 

through the alter- 
| nate open layers. 


Yord 


Four foot wood 

| It is very im- 
| portant for rapid 
Building seasoning to place 
Reg gv, aki E LS iy ae ‘| the piles so that the 
| air will circulate 
readily through 
| them. The ideal 
| place for this pur- 
pose is an open field, 
| preferably ona hill- 
top. The direction 
| toward which the 

| 

| 
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piles face is not 
very important if 
there is good air 
circulation. The 
best results will be 
obtained in season- 
ing if the piles are 
so constructed as to 
shed rain as much 
as possible. 
Cordwood of the 
ordinary species 
requires a period of 
Fie. 1.—Plan of a retail wood dealer’s plant for sawing fone enone 
and splitting cordwood. 
to season thor- 
oughly, although the moisture content will be reduced to about 35 per 
cent in three months’ time, depending somewhat on the season of the 
year. Wood of three months’ seasoning has from 85 to 95 per cent 
as much fuel value as wood of the same species thoroughly seasoned. 
Even green wood has a heating value of 80 per cent or more of that 
of dry wood. 
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TRANSPORTATION. 


Ordinarily wood fuel is used within 5 to 10 miles of the locality 
where it is produced, because its great bulk makes it expensive to ship. 


\ 
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It is commonly hauled from the woods to consumers or to dealers 
in towns by team or auto trucks. The cost of hauling is determined, 
of course, by the length of haul and by the amount that can be hauled 
per trip, which depends upon the condition of the roads and upon 
the species and dryness of the wood. The lowest cost for a given 
operation can be attained by letting the wood season thoroughly 
where it is cut and doing the hauling when the roads are best. 

Where much of the haul must be over woods roads or other roads 
which afe normally in poor condition, winter hauling on sleds is 
favored, since larger loads can be taken in this way. The chief disad- 
vantage in depending on this method is the possibility of deep snow 
interfering with the hauling. Where the wood can be skidded 
out and piled beside good roads summer hauling by auto trucks is 
by far the most economical way to get wood to market. 

Costs for hauling wood by team may be put at about 50 to 75 cents 
per cord per mile. The following tables, which show approximate 
costs of hauling northern hardwoods, may be taken as fairly typical 
of the northern and eastern States: 


TABLE 6.—Team capacity per day for hauling various distances. 


Number of cords per day per team. 


Sizes. 
3 4 5 6 


1 mile 2 & A : , a 8 10 
*| miles. | miles. | miles. | miles, | miles. | miles.| miles. | miles. | miles. 


ICON SEW OO eer eee epee ey 7 6 5 3 2 14 14 1 1 1 
HELOOU WOO ee ewe a 5 4 3 23 2 13 13 1 1 1 
16-inch stove wood............ 4 3 24 2 14 13 1 1 1 1 


TABLE 7.—Cost of team-hauling per short cord of 16-inch lengths, for different 
distances and at different wage rates, including charge of 26 cents for 
handling. 


Approximate cost per cord, with team 


: Trips Cords wage of— 
Distance from town (miles). er hauled 
ay per day 


| $4.50 per day.| $5 per day. | $6 per day. 


U5) GREG CCORUG) Pps OMe tae lente en a VE 1 3-4 | $1.40-$1.75 | $1.50-$1.95 | $1. 75-$2. 25 

COPA ee ae Sea cite eat iea. Gece Aiba Mite 2 6-8 -80- 1.00 .90- 1.10 1.00- 1. 25 
PHOEBE 65 COs SH OEE NOM eEe CO ene ae tee 3 9-12 65- .75 -65- .80 75- .90 
il THO) 745 eS ne eT A fe als Die ae a ee ae 4 12-16 55- .65 .do- .65 65- .75 


Although wood fuel can not as a general thing be economically 
shipped to market, it is in certain instances practicable to do so, 
especially in districts remote from the coal regions. Since shipment 
by water is the cheapest method of transportation, towns on navi- 
gable rivers and inlets along which are supplies of fuel wood are in 
the best position to get wood at a reasonable cost. Washington, 


1“ The Price of Fuel Wood,’ by William K. Prudden, State fuel administrator of 
Michigan, Mar. 1, 1918. 
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D. C., uses normally about 17,000 cords of wood fuel annually, most 
of which is brought up the Potomac by sailboats with an average 
capacity of 30 cords. 

Freight rates on cordwood vary in different sections of the country 
and on different railroads. At this time, on account of readjust- 
ments, it is not possible to give very definite information on freight 
rates. Recently the rate for distances of about 10 miles has averaged 
about 50 to 60 cents, and has sometimes reached $1. Around 100 
miles the rate has averaged $1.50 per cord, but has in some €ases been 
as low as $1 and in others as high as $2. 


CAR CAPACITIES. 


The minimum carload measurements on cordwood are as follows: 


Number of 
cords per car. 
Dry. Green. 
In box cars 34 feet 4 inches and less in length, inside measurement__ 12 12 


In box cars over 34 feet 4 inches in length and 8 feet and over in 


Height; INSide: measurements he ee ag eee ere a el Pal. BOS} 
In box cars over 34 feet 4 inches in length and under 8 feet in height, 

DENS TC @ pT CAS TO Ta En se No ae Sa 162 elo 
On flat or gondola cars 34 feet 4 inches and less in length ____________ TA A 
On flat or gondola cars between 36 and 34 feet 4 inches in length___. 18 16 

WEIGHTS. 


The following estimates are used for cordwood in shipments by 
rail when actual weights can not be obtained: 


Degree of seasoning. Pounds per cord. 
IPR Tey eae et Ee TSA ae RN BN EO IE RD 3, 650 
HENCE SOAS OTC as IN Net eae 4, 600 
CCRT Te Nag eA a) ea el i Uk ape OD 5, 200 
YT etewc eh Bees NG UNS RS SAR a elect il jal ce tia ut OA a cet 4, 600 


Approximate weights per cord? of a number of the more important 


fuel wood species are: 
Green. Air dry. 
Pounds. Pounds. 


PNT WEEE 2 an sea Ae Ea ee ee 4,300 3,800 
Beech ne oe ee ae ed OOO r ea OO 
BE an Cay VOL] Oye a Ts aS aa 5,100 4, 000 
(CEES oF 00 Uy gu Ree Ae Me ga 98 SUE 9 ue a Pag Sr ds ag A NE 4,900 2,700 
GO ECO WOO Cis 8 cE we Be Oa AER TE a re 4,200 2,500 
1 SLAY RSI Mea tS ES Ses, 204 Ts a Eee IN Menge a ee i eg eT ci 4,400 3,100 
ET CRO Tey ee ae cd TY OO kee 5,700 4, 600 
INDE Steg ee EN EL AY I UR a 5,000 3,900 
CV INUIGY oer qe’ Niaiaaah UeaneianpeeaeMaycle emoia ince NCE AMS Ss i ae Piguet 4,700 38,200 
(OPN IGS Tee SEAS LE Me Diior RN EL DEES) ING 2.71 Bah VN CA Ee ee Me ly) Sg 5,800 3,900 
Wain avin bes iio . Oues ss eo eee ead ea My Bee hot dia 5,600 4,300 
BVVEUOiyy ies iene Baki IA I at 4,600 2,300 


1 Where the wood is 16 inches or less in length, the capacities for these Gimensions for 
dry and green wood are 16 and 15 cords, respectively. 

_2U. S. Department of Agriculture, Farmers’ Bulletin 715, ‘‘ Measuring and Marketing | 
Woodlot Products.” 
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In loading and unloading from cars or boats one man can handle 
from 7 to 10 cords of 4-foot wood per day and from 6 to 8 cords of 


16-inch wood. 
METHODS OF SELLING. 


In spite of the fact that fuel wood is not transported any great dis- 
tance or marketed on an extensive wholesale scale, some organiza- 
tion is needed for its marketing and local distribution. In com- 
munities where there are regular wood dealers the problem of bring- 
ing the producer and consumer together is simple. Such men have, 
of course, made a study of the problem and are better qualified 
than anyone else to perform this service. Unfortunately, however, in 
a great many communities the amount of cordwood sold has been 
so small in the past that it has not been worth anyone’s while to go 
into the business of marketing firewood. In such communities the 
usual practice has been for the woodlot owners to make a house-to- 
house canvass with their loads. This is usually an expensive way of 
marketing wood, for the producer spends a large amount of time in 
finding a customer. A substitute for this canvass is the advertising 
of wood either in the papers or by posters at public places. 

The possibility of selling cordwood through coal or lumber dealers 
deserves attention in every locality. ‘This would have the advantage 
of making possible a reduction in cost by using power saws at their 
yards to cut the wood into stove lengths: A still better plan is for 
communities to establish and control their own municipal wood yards, 
at which producers can deliver wood and receive pay for it according 
to a regular schedule of prices. 


MUNICIPAL WOOD YARDS. 


Municipal wood yards, war fuel companies, and similar organiza- 
tions have been tried with fair success. Their field of usefulness 
will doubtless be greatly increased as their need is more clearly appre- 
ciated and their effectiveness becomes more apparent. Some organi- 
zation is needed to keep alive the wood-fuel idea. between seasons 
and to see that wood is cut, even though it does not seem immediately 
necessary. Hyvery community should by means of a municipal wood 
yard or otherwise get in a reserve of wood for the winter, sufficient 
to insure its members against a fuel famine. One city in New Eng- 
land has made plans to purchase 100,000 cords of wood as a fuel 
reserve for the city. In one Southern State there are already some 
30 municipal wood yards in operation, and plans are being made to 
have one in practically every community in the State. If this is 
necessary in the South it is much more urgent in the North, where 

89354 °—18——3 
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the winters are longer, and snow, especially in northern New Eng- 
land, makes it practically impossible to get out much wood in the 
depth of winter. 

A yard established in 1917 at Durham, N. C., purchased 1,260 
cords of wood at an average cost at the yard of $5 a cord. Wood 
was delivered at an average cost to the consumer of $7. It came 
from two sources—a sawmill about 14 miles distant from which slabs 
were shipped by rail, and a farmer’s woodland from which cordwood 
in 8-foot lengths was secured. The slabs were mostly green pine 
of odd lengths, for which $2 per cord was charged f. o. b. ears. 
Freight charges amounted to about 75 cents per cord. The coal and 
wood yard is adjacent to the railroad tracks, and the wood was un- 
loaded from the cars exactly where needed by the sawyers. The 
wood from the farmers’ woodlands near by was green pine and oak, 
cut in 8-foot lengths and split in halves or quarters. The price was 
$3.50 per cord piled in the woods. It was hauled from the woods to 
the roadside by six county teams and there piled in a long rick, from 
which it was loaded upon motor trucks. Three trucks were used, 
each making four trips a day and carrying about 1 cord per ton of 
rated capacity, so that the total daily delivery was about 40 cords. 
The cost of hauling was about $1 per cord; it would have been less 
if there had been better loading and unloading facilities. The dis- 
tance was 24 to 3 miles. (oe fig. 2.) 

Cordwood was sold accord ling to the cubic contents of the wagon 
boxes, most of the wood being sold at the yard. The estimated cost of 
sawing to stove length was 50 cents per cord on the yard. 


MEASURING WOOD FUEL. 


CORDS. 


A standard cord of firewood is a pile 8 by 4 by 4 feet, which con- 
tains 128 cubic feet of stacked wood. It is customary to pile green 
wood 2 or 3 inches higher than 4 feet to allow for shrinkage and set- 
tling as it dries. In measuring piles of wood the average dimensions 
are taken. 

A “running” cord or “face” cord, 8 feet long by 4 feet high and 
12, 16, or 24 inches wide, according to the length to which it is cut 
ae use, is frequently called a cord in the market. 

PhOueh a cord contains 128 cubic feet the space occupied includes 
air as well as wood. The actual solid contents of a cord is only about 
70 per cent of this amount, or 90 cubic feet for wood of average size. 
For small sticks, where the average diameter is 4 inches or less, there 
are less than 80 cubic feet per cord; in the case of larger sticks 10 
inches or over in diameter there may be as much as 100 cubic feet per 
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cord. Crooked, rough sticks can not be piled as closely as straight, 
smooth sticks. Therefore there is less wood in a cord of crooked 
sticks than in a cord of straight sticks. 


HAULING PROFIT 
To producer. Incase of 
former usually ahserh- 


CUTTING-STACKING 


Includes such items as, 
felling. bucking, skidding 
to road, and staking. 

Bucking willccost tess if 


weed is hauled alecleagt 


STUMPAGE 
Actual cost if pur- 


{includes leading,hauli i : 
by sled,wagon, truck, rail, ad in stumpage or his 
or boat,and unloading. ; own wages. 


| chased, otherwise 
|; market value. 


COST OF WOOD’ 


4-FOOT OR SLED-LENGTH | 
DELIVERED TO 


| MUNICIPAL OR 
COMMUNITY 
- YARD 


WOOD DEALER 


CONSUMER 


| SAWING @ SPLITTING 


Includes labor, oil, gas 
etc.and depreciation and | 
| maintenance of equipment. 


[SAWING & SPLITTING | 


\Same as for dealer if consum} 
jer uses own machinery+other - | 
wise price paid for custom work | 


SAWING & SPLITTING 


| Same as for dealer. 


|if he works up wood byhand | 
jin spare time, -cost noming} |} 


OVERHEAD 
Includes such itemsas 
jrentals yard and office ex- 
| penses, salaries, Insurance. 


ISELLING & OVERHEAD 


Includes advertising, rentals 
yardand officeexpenses | 
saleries, insurance, taxes. — 


DELIVERY DELIVERY 


| Same as for dealer. 


| Includes loading, transpo 
ation, unlosding 


INTEREST INTEREST 


On fixed investment 
and working capital 


| DEALER'S PROFIT | 


| Rate may bo lower. 


COST TO CONSUMEROF | 
WOOD READY TO BURN 


Fig. 2.—The elements of cost of wood fuel. 


SELLING WOOD BY WEIGHT. 


The great demand for fuel wood and the high prices during the 
winter of 1917-18 brought out plainly the inadequacy of the cord 
unit for measuring wood. The purchaser of fuel wood buys it not 
for its bulk but for its heating value, which depends not upon the 
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volume of wood but upon its weight. A pound of dry wood of one 
species has about the same number of heat units as a pound of any 
other species; but a cord, assuming the same solid volume of wood in 
each case (90 cubic feet), of basswood, for instance, yields but 12,- 
600,000 British thermal units, while a cord of black locust yields 
26,500,000 British thermal units. As a matter of fact, we can not 
assume the same solid volume in two cords of wood; a loosely piled 
cord of small, round sticks may contain 70 cubic feet or less, while a 
closely piled cord of large split wood may contain over 100 cubic 
feet. If it is locust, the first pile will yield 20,700,000 British thermal 
units; the second, 29,600,000 units. I the first pile is basswood, it 
will have a heating value of but 9,600,000 British thermal units. The 
same cord of wood sawed up and repiled will be less than a cord in 
bulk, though its heating value will not be reduced; thrown loosely 
into a wagon box, it will fill up considerably more than 128 cubic 
feet, but will not give off any more heat. 

It is now the custom in most places to sell hardwoods and soft- 
woods at slightly different prices because of recognized differences 
in heating values. Branch wood is frequently sold at a lower price 
than split body wood, as a result, partly at least, of a hazy recogni- 
tion of the fact that there is less solid wood in a cord of the former. 
Chestnut and hickory, however, are frequently mixed together as 
hardwood, and sold at a given price regardless of whether 90 per cent 
is chestnut, which would give the cord a low heating value, or 
hickory, which would give it a high value. In many places even pine, 
oak, and hickory are indiscriminately thrown together at a uniform 
price, regardless of the proportion of each, so that one man may 
for a given amount of money buy twice as much heat as another. 

The practice prevalent in some sections of selling wood by the load 
has afforded excellent opportunities for profiteering without the 
knowledge of the purchaser. Few people would buy coal by the load 
instead of by the ton, yet a given joad of coal can not vary nearly 
so much in heat value as a load of wood. 

A better way to sell fuel wood would be by weight, which is entir ely 
independent of: species, shape, or size of sticks, or of method of 
piling, and is a very good measure of the fuel value of thoroughly 
seasoned wood. Green wood, of course, varies considerably in water 
content and therefore in fuel value per unit weight, and naturally 
would be sold at a price different from that for dry wood. The 
extreme difference in heat units per pound between green and dry 
wood of any species is approximately 70 per cent of the dry value; a 
pound of green willow, for instance, is worth about one-third as much 
as the same weight of dry wood. Green wood of most of the hard- 
woods commonly used for fuel has about half the heating value of 
dry wood of the same weight. 3 
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If weight instead of volume is adopted as the standard measure, it 
will be necessary to fix certain standards as to time of seasoning of 
wood offered for sale. This can easily be regulated in the case of 
larger dealers, wood yards, and probably without serious difficulty 
even for individual farmers, by use of a licensing system under which 
a seller shall be required to certify under oath as to the date when 
his wood was cut. 


SELLING PRICES OF WOOD FUEL, 


The Federal Government is without authority to fix prices on wood 
fuel, as the act granting this power for coal and coke does not cover 
wood. Some States, however, have gone ahead and set price limits 
on the ground of public necessity in.an emergency. While this may 
be desirable in restricted areas, fixing of a maximum price on wood 
is scarcely a good general policy, for two reasons: 

First, the cost of producing wood fuel depends so much upon local 
conditions that it would be hard to adjust prices equitably. 

Second, price-fixing might tend to limit production to such an ex- 
tent as to aggravate the crisis by decreasing the amount of wood fuel 
available during the emergency. 

The production of wood will be greatest if prices are left to regu- 
late themselves, possibly with some local supervision. In all cases the 
producer of wood should be considered entitled to a reasonable profit 
on the costs of his operation. Some of the “ war fuel companies” 
which were formed during the fuel crisis in the winter of 1917-18 - 
limited their profits to 6 per cent. Municipal yards as a rule sell at 
cost. | 

MANUFACTURE OF SAWDUST BRIQUETS.! 


Practically all of the European machines use some kind of binder 
mixed with the sawdust, or rely upon the resinous material in the 
wood to hold the briquet together, but American and Canadian in- 
ventors have apparently preferred mechanical binders. One com- 
pany in Los Angeles is now building machines for the manufacture 
of briquets of the wire-bound type, and a company in Vancouver 
is perfecting machines for making the rope-core type. As far as can 
be ascertained, both of these machines give promise of satisfactory 
service under conditions of continuous operation. Another Van- 
couver company is manufacturing machines for the production of 
briquets composed of sawdust, coal dust, and binder in about the fol- 
lowing proportions: Sawdust, 65 per cent; coal dust, 25 per cent; 
binder (coal-tar pitch, petroleum refuse, or sulphite waste liquor), 


1“ Briquetting of Sawdust on a Commercial Basis,” R. Thelen, forest products labora- 
tory, Madison, Wis., in Canada Lumberman and Woodworker, vol. 36, No. 5, pp. 39-40, 
Mar. 15, 1916. 
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10 per cent. These briquets are hard and firm and resemble coal 
briquets in general appearance. 

Although the various presses differ greatly in the details of their 
‘construction, most of them work on the cylinder-and-plunger prin- 
ciple, the plunger being driven by means of crank and connecting 
rod or by some toggle-joint system of levers so designed that it is 
capable of exerting a very great pressure at the end of the stroke. | 
Practically all of them also are automatically fed. In systems in 
which binders such as pitch are used and in those in which the resins 
of the wood serve as binders, it is necessary to provide a long cooling 
trough, sometimes as much as 150 feet in length for the finished 
briquets. In systems using mechanical binders these cooling troughs 
are unnecessary. | 

The cost of manufacturing briquets is not inconsiderable, conserva- 
tive estimates placing the figures at not less than $3 a ton. The bulk 
of the fuel prevents its economical shipment over long hauls. This 
applies both to the finished briquet and to the raw sawdust. It is 
believed that the ultimate consumer will have to pay at least $6 a 
ton for the briquets to make the success of their manufacture assured. 


MANUFACTURE OF CHARCOAL. 


There are two chief methods of producing charcoal, the old kiln 
method and the modern method of destructive distillation in a closed 
retort. Most of the commercial charcoal is still made in the kiln, the 
erection and operation of which costs, for the labor, about 60 cents © 
per ton of charcoal. 

Wood loses 75 per cent in weight and 50 per cent in volume in char- 
ring. Two cords of hardwood will yield 1 ton of charcoal; 1 bushel 
of charcoal, the selling unit, weighs about 25 pounds. 

For miaking charcoal the wood should be thoroughly seasoned, 
free from knots, and of but one species for each kiln charge. 

The ground is prepared near water by leveling and hoeing the 
soil, removing roots and stones, and raising the center of the circle 
to be occupied by the kiln about 10 inches above its circumference. 
The usual diameter of the circle is from 15 to 30 feet. The best soil 
is loamy sand, which secures proper regulation of the drait. The 
site should be protected from wind. 

A “chimney” is erected by placing three or four poles of even 
height at 1 foot distance from a central pole, and fastening them 
around the central pole by withes. It is cylindrical if the kiln is 
lighted from above, and pyramidal if the kiln is lighted from below; 
and is filled with inflammable substances, such as dried twigs, char- 
coal, ete. 


1 Logging and Lumbering or Forest Utilization, pp. 167-168, a textbook for forest 
schools, by C. A. Schenck, director Biltmore Forest School. a 
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The kiln proper is then constructed in a parabolic form. It con- 
sists of two or more tiers of billets placed more or less vertically with 
the bark turned outward, the big ends downward, the smallest pieces 
near the chimney and near the circumference, the largest pieces 
halfway between. These tiers aré topped by a cap, consisting of 
smaller billets placed sloping. If the chimney is cylindrical it 
extends through the cap; if it is pyramidal it is closed by the cap. 
In the latter case a lighting channel is left on the ground running 
radially on the leeward side from the base of the pyramidal chimney 
to the circumference. This channel, like the chimney, is filled with 
inflammable material. All irregularities, interstices, and cracks 
showing on the outside of the kiln are stuffed with small kindling. 
The kiln is covered by two draft-proof layers so as to exclude the air; 
first the vegetable layer, one-fourth to three-fourths of a foot thick, 
made of green branches, weeds, leaf mold, and moss; second, an 
earth layer, 2 to 6 inches thick, consisting of loam, charcoal dust, etc. 
If the kiln is lighted from below, a belt about 1 foot high running 
around the circumference on the ground is left without the earth 
cover until the fire is well started. The earth layer and the vegetable 
layer are thoroughly joined by beating with a paddle. 

The kiln is lighted early in the morning on a quiet day. The cylin- 
drical chimney is closed on top as soon as the fire is well started in 
the cap. The lighting channel, in Eber case of a pyramidal chimney, is 
similarly closed. 

The regulation of the fire and of the draft are the most important 
functions of the attendant, who guides the fire evenly and gradually 
from the cap down to the bottom. To check the draft the earth 
cover is increased. To increase draft, holes of about 1 inch diameter 
are made through the cover with the paddle reversed. If the wind 
is strong all holes are closed and the earth cover is increased. Cracks 
which form in the cover must be closed at once. The kiln may 
explode if the cover is too heavy and the draft too strong. In dry 
weather the kiln is continuously sprinkled. The color of smoke 
escaping through the punctures indicates, by turning blue and trans- 
parent, the completion of the charring process above the puncture. 
The old punctures are then closed and another row of punctures is 
made about 2 feet below the closed holes. 

Refilling is required where dells are forming irregularly, while 
the kiln gradually shrinks to one-half of its original volume. For 
refilling, the cover over the dell is quickly removed, all holes having 
been closed beforehand, and the dell is rapidly filled with new wood. 

When the bottom holes show the proper color of smoke, the char- 
ring process is completed. All holes are then closed, and the kiln 
is allowed to cool, The duration of the charring process is from 6 to 
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28 days, according to size of kiln. The contents vary from 4 to 60 
cords. 

Beginning at the leeward side the kiln is gradually uncovered. 
The crust of earth, cut into fragments, is thrown on again. The 
earth trickling down quenches the fire. After another 12 to 24 
hours, preferably at night, the coal is taken out in patches or pockets, 
slowly and carefully, so as to prevent the flames from breaking out. 
Water must be at hand to quench incipient fires. 


HOW TO USE. WOOD FUEL. 


Coal has been so generally used lately and furnaces and stoves have 
become so adapted to its use that it seems impractical to many to 
burn wood without going to great expense. Such is not usually the 
case, aS simple adjustments will allow wood to be used with coal- 
burning equipment. The size of the firebox, of course, gives the 
greatest difficulty, since In many cases it may make it necessary to 
cut the wood into very small blocks. This trouble, however, is not in- 
surmountable and is not so expensive as it might seem. The matter 
of adjusting the drafts and arranging the grates is simple. 

Following are a number of practical directions which are largely 
the result of experience in changing from coal to wood fuel. 


BURNING WOOD IN STOVES. 


A coal-burning stove can be converted into a wood-burning stove. 
by removing the fire brick and substituting lighter bricks at a cost 
of about $1.25. Most country cook stoves can burn wood with little 
trouble. Ifa stove grate is too coarse for wood, a sheet-iron cover over 
a good part of the surface will make it suitable, or a few fire bricks 
can be used. Wood grates made in two pieces are sold which can be 
inserted through the fire door and placed on top of the regular 
grate. 


BURNING WOOD IN FURNACES.1 


Furnaces are built especially for burning wood in 3 or 4 foot 
lengths. Short lengths, of course, can readily be burned in an ordi- 
nary coal furnace or in a box stove, though this is rather wasteful of 
fuel. Many furnace manufacturers, however, make a special wood 
grate for use in their furnaces. One advantage in burning wood is 
that on moderately cool days the furnace can be run at a lower ebb 
than when coal is used, consuming only enough fuel to remove the 
chill. When wood is used in a round pot furnace care should be 
taken to have each piece lie flat. 


1Adapted from a bulletin by E. H. Lockwood, published by P. B. Noyes, director of 
conservation, U. S. Fuel Administration, Washington, D. C. 
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USING WOOD ONLY. 


- There are difficulties in burning wood as a substitute for coal in a 
steam, hot-water, or warm-air furnace, but it can be done with a 
fair degree of success, especially in mild weather. 

The best form of wood is short blocks, from 8 to 12 inches long, 
preferably of hardwood, although mixed hard and soft, or even 
softwood alone, can be used. . Medium-sized pieces, such as those 
found in ordinary cord wood, are suitable, although larger pieces 
keep the fire better. 

The best method of firing is to keep the furnace full of wood 
packed close with a moderate draft to give the desired amount of 
heat. As the wood burns more should be added in order to keep the 
deep bed of burning fuel, which is most economical. 

Banking the fire at night requires an extra supply of the largest 
blocks and special attention to closing the dampers tight. Experience 
will show the best way, but it can be done with success in most 
furnaces. 

It is not necessary to buy new grates for burning wood, although 
the ordinary coal grate is not well adapted for wood. A good way 
is to add a little nut coal to the fire at the start, allowing the layer 
of coal ashes to remain on the grates. Air required for combustion 
can pass through the ash layer, which can be shaken lightly without 
much loss of ashes. The larger the fire box the better the results. 

A furnace designed for burning coal may be made into what is 
known as a “Wilson heater,” which is one of the most economical 
stoves for wood burning, by removing the grate bars and laying 
fire brick on the floor of the ash pit. A wood fire is then built on 
the fire brick, and the ash pit door is kept tightly closed and the 
ventilator in the fuel door open. A wood fire can in this way be 
made to burn very slowly. 


USING A COMBINATION OF WOOD AND COAL. 


The simplest way to use wood in a coal furnace, and the most effec- 
tive in producing heat, is to combine it with coal. The method of 
firing is to place blocks of wood on the fire to about the level of the 
fire door, instead of shoveling on coal in the usual way, then add 
coal on the top, which will fill the crevices between the wood, mak- 
ing.a level fuel bed with coal on top. A fuel charge of this kind 
will produce good heat but will not last as long as a fire pot full of 
coal, hence more frequent attention is needed. 

From 25 to 50 per cent of the coal ordinarily used can be saved by 
substitution of wood in this way. Any kind or size of wood can 
be used that will go into the fire pot, and will burn with good 
efficiency when surrounded with coal. 
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Any size of coal or coke can be used, but the small sizes fill in best 
between the chinks in the wood. Buckwheat. coal can be burned > 
successfully in this way, and its low price will help to offset the 
higher price of block wood, making an economical combination. 

CAUTION.—When burning the small sizes of coal take care to 
avoid gas explosions by always leaving a flame burning on some part 
of the fire; in other words, do not cover the whole fire with fresh 
fuel at one Wine. 

BURNING WOOD IN FIREPLACES. 


Where a fireplace is available wood can be used to good advan- 
tage, affording both heat and ventilation. Its value is to supple- 
ne a furnace, although it may replace the furnace in fall and 
spring with decided economy. 

Tt is not generally realized that a wood fire can be kept burning 
night and day in a fireplace with very little attention and with small 
consumption of wood. One user reports continuous use of a fire- 
place in this way for over a month, with dry chestnut wood, where 
the amount of ashes formed by a month’s use was not enough to 
require removal. 

The secret of fireplace management is a plentiful supply of ashes, 
kept at the level of the andirons. As the blocks burn, an accumu- 
lation of glowing charcoal forms in the ashes. This keeps on burn- 


ing slowly and assists in igniting the fresh blocks on the andirons. 


A pocket may be formed in the ashes into which the hot charcoal 
may fall, forming a heat storage. Two or three blocks on the and- 
irons with the hot charcoal in the ashes will form an excellent fire. 

To check the fire, ashes are shoveled over one or more of the blocks, 


covering lightly all the burning wood. This will not put out the 


fire; it will only check the rate of burning, so that red charcoal will 
be found when the ashes are removed for addition of fresh fuel. 

Fireplace wood is usually cut in longer lengths than stove wood, 
but the ordinary 16-inch stove length is convenient. Any kind of 
wood can be used, provided it is dry and seasoned. | : 

A banked fire will keep 10 or 12 hours and will send some heat 
from the hot bricks all the time. <A well-managed fireplace will be 
found a great addition to the heating system in any residence. 


INDUSTRIAL USE OF WOOD FUEL. 


Wood is very generally used for fuel by sawmills and wood- 
working plants. For this purpose it is burned in the form of slabs, 
4 feet or so long, or is cut up into “hog” fuel and shoveled or fed 
automatically into the fire box. In these cases wood fuel is a by- 
product which would have to be disposed of at some cost if not 
burned for fuel, so that its use is economical. It is seldom economical 
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to buy firewood for industrial use, except to keep a plant running 
when other fuel can not be had. 


EFFICIENCY OF WOOD FUEL. 
THEORETICAL HEATING VALUES OF WOOD. 


The heating power or fuel value of a given volume of dry wood 
is in direct ratio to its specific gravity. By specific gravity is meant 
the ratio of the weight of a given volume of wood to that of an 
equal volume of water. Water weighs a little over 62 pounds per 
cubic foot, and wood, which weighs 31 pounds per cubic foot when 
perfectly dry, is said to have a specific gravity of 0.50, and so on for 
other weights. : 

In theory equal weights of wood substance will give the same 
amount of heat regardless of the species. In other words, a hundred 
pounds of absolutely dry cottonwood should furnish as much heat 
as a hundred pounds of hickory. In reality the varying forms of 
tissue found in the different species, the addition of resin, gums, 
tannin, oils, and pigments, as well as water present in varying 
amounts, cause different woods to have different heating values. 
The presence of rosin in wood increases the heating power mate- 
rially, the results of numerous tests showing a difference ranging 
up to 12 per cent or more. 

The composition of absolutely dry wood is approximately as 
follows: Carbon, 49 per cent; oxygen, 44 per cent; hydrogen, 6 per 
cent; ash, 1 per cent. 

This is fairly constant for all species, except as modified by infil- 
trations, such as gums, pigments, resins, tannin, etc., so that equal 
weights of dry nonresinous woods give off practically the same 
amount of heat in burning. A pound of thoroughly dry wood will 
furnish under good conditions between 7,000 and 9,000 British ther- 
mal units. A pound of good coal will furnish from 12,000 to 14,000 
units, making dry wood about 57 per cent as efficient as coal. | 

When wood containing water is burned part of the heat the wood 
is capable of yielding is taken up in raising the water to the boiling 
point and converting it into steam. The steam must then be raised 
to the temperature of the flue gases. All this heat is lost, and the 
greater the amount of water present the more heat is carried off. 
The water in green wood often makes up half of the total weight, 
especially in sapwood. After such wood is thoroughly air-seasoned 
there would remain about 20 per cent of water. If the wood is kiln- 
dried, from 2 to 5 per cent of water remains, and if it is exposed to 
the air, this percentage is increased by absorption (hygroscopically) 
from 10 to 15 per cent, depending upon the humidity. 

A hundredweight of wood as sold on the market contains about 25 
pounds of water, 74 pounds of wood substance, and 1 pound of ash. 
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These 74 pounds are made up of 37 pounds of carbon, 4.4 pounds of 
hydrogen, and 382 pounds of oxygen. The oxygen combines with 
the hydrogen in the proportion of 8 to 1, producing 36 pounds of 
water and leaving four-tenths of a pound of hydrogen to produce 
heat. The total amount of water to be evaporated becomes 25 plus — 
36, or 61 pounds; the amount of wood substance left available for 
heat production is 37.4 pounds out of the original 100 pounds. 

It is evident that the greater the proportion of water the less the 
amount of available heat. Only about one-half of the weight of 
wood substances produces heat, while every pound of water com- 
bined in the wood requires 1,108 units of heat to evaporate it, from 
ordinary room temperature (70° F.). Hence under the most favor- 
able circumstances the heating efficiency of a pound of wood con- 
taining 25 per cent moisture will be less than that of dry wood not 
only by the 2,000 units representing the weight of wood replaced 
by water, but also by one-fourth of 1,108 units, or 277 units, so that 
its heating value is but 5,723 units instead of 8,000, or 72 per cent of 
that of a pound of dry wood. On the other hand, if we take the 
pound of wet wood and dry it out absolutely, so that it weighs 
three-fourths of a pound, it will have 6,000 heat units, an increase in 
heating value due to drying of only about 5 per cent. 


COMPARATIVE VALUES OF DIFFERENT WOODS. 


The comparative values of fuel of various species of American 
woods are shown in Table 8. These values are necessarily some- 
what approximate but afford a good basis for comparison of the 
different species. 


Taste 8.—Heat values of cordwood, based on Forest Products Laboratory 
(Madison, Wis.), weights for oven-dry, air-dry, and green woods and assum- 
ing 7,350 B. t. u. available per pound of dry wood with flue gases at 300° F. 


Available heat units 
per cord of 90 solid |Per cent ofshort- 
cubic feet (in mil- | ton coal value. 


Species. lions B. t. u.). 
Air-dry. | Green. | Air-dry.| Green. 
Aer Ted: CA AOTCRONA) cece se wicca a alse he Sleldec cine nemetaemeee 14.8 13.0 57 50 
Ashe biltmore/ GE: bilftmoreana) 222 222 2. ode cec es eens ee. 20.7 20.0 80 77 
IBIACk: CHummicra) caterer ne Wet ne ou SNnehiel Ay Gore 18.5 16.5 71 64 
Blue (Hh aquadranculata) cesses elas se eaoe ee ein 21.3 20.7 82 80 
Green’ GH slancCeolatay yaks cece oes ete eae ea tay eI Reel 20.6 19.6 79 75 
Oregon CES Onezoma) ey Sea eM al i Se Ulla ete 19.7 19.0 76 73 
Pumpkin (hy prolinda) teas eae ce see eee eee 19.4 18.2 75 70 
White. Ghvameri Gama) sees oG2 eee le ee Oa eS elaae 20.5 19.9 79 77 
RVVNIEE (SECON AIST O Mita) hate nei e snares Lie oe I A es aces a 23.0 22.4 88 86 
IA’ Spen! GhetremullOides) ease vaya meme terre ee epee RL ate 14.1 12.1 54 47 
Wargetooth (EP. erandidentata)ssa-cs. een eae ee 14.2 12.4 55 48 
Basswood) Che ame;niCan a) sree see eis eee ie ere ern eae 12.6 11.0 48 42 
IB CECH GEN ATROPUTICEA) hice eee years ree epee ees omy tenta yey Airs many aes 20.9 19.7 80 76 
iBirchYipaper(s. papyritera) aoe se aes ee eee ee eee eee 18.2 16.7 70 64 
FSi e1e] Bat Gl Bag Cove rz) ley Mean eh nia nace ail be Ub Na RN BS INL 23.3 21.9 90 84 
Viellow.GB. Tata) sve Wied We Os RN eit PNT 20.9 19.4 80 75 
Gray CB pOpuUlitOligny reper aE Lee pero 17.5 16.1 68 62 
Red GBemigna les othe aye aa. SO eRe see ee aa 17.5 1537 68 60 


1 Gray and red birch estimated. 
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TABLE 8.—Heat values of cordwood, based on Madison Laboratory weights.—Con. 


Ss nnn cn en a 
Available heat units 
per cord of 90 solid |Per cent ofshort- 
cubic feet (in mil- | fon coal value. 
lions B. t. u.). 


Species. 
Air-dry. Green. | Air-dry.| Green. 
Buckeye, yellow (A. octandra)..........-.-----------+---+-+-+--- 12.8 10.1 49 39 
Buckthorn CR. purshisna))< 22 a.ea.---- se ee ok A ee 20.2 18.6 78 72 
legate (A), Gin) GoogsodososeesseuceossodeceoocumraoS-cen5ec 14.3 12.2 55 47 
Chinquapin, western (C. chrysophylla).......-.-.--------------- 17.2 13.9 66 53 
Gherry, black (BP) Serotina) = 22. e s2-- 24-6 o ep = = 18.5 17.3 71 67 
iWaldbnediGe PenNSylVANiCa) one ee meee celine see -llelel= erates ie 14.2 13.5 55 52 
ics: (CONG TE) aa Aaa SR ARE Be RYE ae Bec mee si aaemeet 15.6 12.9 60 50 
Batson woud) Gea trichocanpa)) cue Wee ce ses reece pena since acute 12.8 10.5 49 40 
MOLLOM WOO Gee GElLOIGES) seeme sens sean ane cits esis siecle ae 15.0 WAG 58 49 
SrcuMmine CM NACUININALS) score sat ees ens - ceeeeiccese cere sere 17.8 16.0 68 62 
Morwood, tlowerme (C! florida): 3... 2-228. 2822. 22822222... 25.2 23.7 97 91 
RVVICSTOETI (COME La llin era ere cya semana aa SS raat cy etnte 22.4 21.4 86 82 
RIerepale(ssllauca ener oP meme acon SNORE Eee Ree te ee 18.4 15.2 71 58 
(BHI CORKACUi Ara COOSA hee Aeon Meese hice enue cme cine 22.6 Pile) 87 183 
Slippery (UR pilbestans) hoy ae ee ae ie a! 19.1 ileal 73 66 
WIEN GO QW a TiN CLIC) Maes Skeecer ein eye te iel oy satan orerat idle Cf 15.8 68 61 
MrMiMblac ka Ne SilwAtiGd) ics smi ge ose ace ter ose matali 18.5 17.4 71 67 
Bilge clobulus)seeeeetcenccos ee ene TURES Ai Connect 24.1 22.4 93 86 
WO EEOM GN GTEC ae IN ae OU VO ort cee 18.5 16.2 71 62 
Rca CUASt UAC A) cee nt aerieee tye co eRn ay” el ED aia oa 73 7/ 16.0 68 62 
Pac epereye (Oo OCCIGEMtalS ese nme aes te aN 19.1 17.7 73 68 
Ela werpeat (Cu tOmMentOSa) a enn eee wee ems EO UN Maree Ne 24.8 23.1 95 89 
ickonyishellbarkGHalaciniosa) icc saseels sons eee eh ae 24.8 23.1 95 89 
BiGbenm ert) QElemint try a) eee tee Ne RNA AI A ERE 24.2 22.2 93 86 
MEGCICIMULE Cela alos eer eee nie le eet cm tee eee 25.4 23.8 98 92 
Witmer: CEimyristicaetormis)2ces-.6. 5050). 2 ee 22.0 19.9 85 77 
REC ATINGEI ND OCATD yee te ete ne ha ray Rate Vana MIE We Pig 24.2 2095 93 87 
Leta ae OE Oe 60) ee Noah eee ag La Ae Ope Ms I regen Mee 25.9 24.7 100 95 
SHae bank CEI ONATA) Sobek ce eee mee RRC ee eer) 25.4 23.8 98 92 
Wratorbe atiatica) mmm stctes seek ikn Cees cere SHOWN AE IE 8 HS 24.5 21.6 94 83 
RGN va CIOpaCa ie dee cee ered ae eee iit Mea en sls eet Culsie esp he 19.6 17.8 75 68 
Hornbeaml(Opvirsiniana) 2. cbc A ae en oes Pier 24.7 23.5 95 90 
Mannel@aliformia (Ua calitornicayes +: = sees ek 20.7 18.8 80 72 
Mountain) Ce latifolia) ac wove wen amr oan aie Naty 24.9 23.2 96 89 
OeISE DlAck| CR PSCUGacacia yee tL .b emt a yy Ai, 26.5 25.4 102 98 
Elona yvAdG MtLiIAeATi PHOS) on im sium WS MOGI sts | 24.5 22.5 94 87 
ior ROTI CACHIMEMZICSI) Mie ane eie tel eta ee alot te NN 22.6 20.9 87 80 
Magnolia, evergreen (M. foctida)...........-----------ee2---eeee 18.4 15.5 71 60 
Maple. Oreconi GAnimacropiy lim). 05 esse eco ee es. 17.7 16.3 68 63 
Red (NGrubram) sce ee en INE eke Tein 19.1 17.6 73 68 
Silmem@Ne Saccharum) ely hen ale ale ean 17.9 16.4 69 63 
Siican GAasacch artim) pacman hele an ei Teac CRG INChiT: 21.8 920. 4 84 78 
eran (Qumacrocarpa) eee ek ee SN 22.6 90.8 87 80 
Caltorniay blacks (@)califomica)\ occ o ee a 20.5 17.7 79 68 
mayonplive (@\chrysolepis)si 205. las el 27.5 25.7 106 99 
CHESTMUEI COs PRINUS) accesso te cna see EI TAN EEE Ia 22.4 20.7 86 80 
24.0 22.1 92 85 
21.7 19.6 83 79 
25.3 23.4 97 90 
24.0 92.2 92 85 
21.7 19.6 83 75 
20. 4 18.1 78 70 
24.0 21.9 92 84 
25.1 93.4 97 90 
21.7 19.7 83 76 
21.7 19.4 83 75 
23.9 22.4 92 86 
21.2 19.3 82 74 
22.0 19.7 85 76 
30.8 30.1 118 116 
25.0 24.0 96 92 
19.5 17.2 75 65 
17.2 15.7 66 60 
: 26.1 25.2 100 97 
odendron carolinum) 17.2 15u7 66 60 
Sourwood aye nerum ATDOLOUIM) a ey eee eh See ee 19.9 18. 2 77 70 
VENTS es (CLE: eo 1) pg a Nc aT a Te 17.9 16.9 69 65 
Sugarberry (Celtis mississippiensis) ...........-.-...-.--........ 18.5 17.1 71 66 
Srenniora(be occidentalis). =... 2... te sees ce, 18.5 16. 6 71 64 
Umbrella eee ATASOLD) Papers Sal cea ts fv ee mate dk PRG ul 15.5 13.8 60 3 
Menui pickin mist) oe ol eee 20.8 18.6 80 (fe 
Willow, black (S. ni a RD HAG a A eh ii er gd or Cah gy he: 13.5 10.9 52 42 
_ Western, black GS. ES Cane Ta Fi) a gaia, A hia neg ANT 15.5 13.4 60 52 
Witch hazel (H. virginiana)....... OPN PRC E My NE i VAL NEE ES 21.8 20.1 84 7 
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TABLE 8.—Heat values of cordwood, based on Madison Laboratory weights.—Con. 


Available heat units 
per cord of 90 solid | Percent of short- 
cubic feet (in mil- | ton coal value. 


Species. lions B. t. u.). 


Air-dry. Green. | Air-dry.| Green. 


GCedarineense (Erm dacHrrens).= 2 2 5 gece eh swe ee 14.5 1253 56 | 47 
Orn orord (Clawsoniana oso. 5.0 a o2e 2 A One -eeblese 16.3 15.5 63 60. 
Wiiestenmrech@E pl cata)y is: Joes <n on oe oe Se amber se seme ane 12.1 11.7 47 45 
Wihtte CEvoccidentilis).s245. 2 noe es aS ies 10.7 43 4) 

Cupressshale CR distiehuim) 1.2022 Sole ee ee 16.4 14.5 | 63 56 
Mellows (G- nootkatenSis)-2 24-2292 eee eee ee 15.8 1a! 61 58 

Douglasfir: Pacific coast (P: taxifolia):. 9! 2220 £77 17.3 68 67 
Gc yiMoOun tainSis s/s Joo se Roe, ae eae VE ES 15.6 1G! 60 58 

ESL pes: IASIOCAEPA)- 22. cos ee ose eases ac ene eae ees 12.0 11.5 46 44 
ATMA DINS CACaMIADRHS Oc cce sou te We oes MDs Soe ae 15.1 12.9 58 50 
balsam Gre Dalsamen) =. 282 keg So Nas eo eo 125 he 52 46 
Bowman white GA erandis) 0. 2a ae 2 Se ess Se 15.1 13.3 58 51 
Noha GAs MODIS yai5 2% — oe aL eS See ee ene ones 14.3 165-7) 55 53 
Silver, White CA 7concolor) 2.02.2. 290. 0. So) 2s 2 14.3 11.1 55 43 

iEramlgek plack-(‘Ts. mertensiana)s.— 2. 20-5 sac ede eee ee oe 7.2 15.7 66 60 
I2StGrRy (CE CAMAGECHSIS)! Uo jaceus. fener Sows aes See 15.0 12.8 53. 49 
WhKeSLcEn CE, heterophylla). 25a 2 oe oc ee ee 15.0 13.5 58 52 

arch awestern Gis occidentalis). 2oo- 6 0k Soares ee. ea 19.3 17.9 74 69 
aStermn Ch omericanay: ste ci. Se eat eS Se ee 19.1 18.1 73 70 

Pine, Cuban, slash (P’. heterophylla). <...= 2-22. 22-.2.2222222<- 22.4 21.6 86 83 
neha @laOhyariCatc)- 2.320 S202 20 eee ee cee es oe ene oe 15.7 13.4 60 52 
AKGSEF OE TOLFEO YD) y- sc ee gue eae ee Ae aw. al hee oe We 15.0 12.9 58 50 
Paplatiy (Pe taeda) os. 2.2 Se ee Sn ee ee aoe : 19.9 18.1 77 70 
madconole GEM Contored hs os ae na cee es ae os ee 15.0 13.8 58 53 
Wonclerh (Ps paluSpris). 58. 2 ieee see eee ee a a et ee 22-0 Sade eer 85 81 
INGEWaly CE FOSIROnD 2) got OTe. 2 SP OR Set eee 17.8 16.8 68 65 
TATA Xalo! (Ges F7G 0) Re ae Be Ti Salk coh eee Be gy cried eh ln 18.5 16.4 71 63 
IR OnE Senatina pices 5 oer e ey Fel hie 2 Se eee RS 20.0 18. 7 77 72 
SHorbealGe echmatay. 25) 2 00s eee er. ey tae ee ae 19.9 18.5 77 fal 
Saebercats (Es PS IIGHEP AR) oo soe che tea eck Se ee eR ee Be 14.3 3 By; “55 45 
habla Mountain CE punrensy.2 ee eee ee Ae een 19.3 7.2 74 66 
Western white (P. monticola).............-. A SE Sireu sas ste 2 15.7 14.6 60 56 
Westerm yellow (Ps ponderosa):. 2. 28. oo. 2 Shs eee 15.0 took 58 50 
WER Ee: CES SUEO RIS) soe eg IN FE ae 14.2 12.9 55 50 

Spruce, Engelmann (P.engelmanni) ..................--.------- 11.9 10.5 46 40 
(Red CR EG DEa hee tte She Ye ee Saker 15.0 14.2 58 55 
Skt oR Gly StL CMOHSES oe ciae cece nar aha ee Pec er 13.5 1 bay 52 49 
INEnie CE A eangdensis hs 3 gsc et Joe ae eR ee Ga eee 14.1 13.5 54 52 

MWe aiWweSteri (l= DEGUEOIA = sue sa. ween a nn ka ae Sea 24.4 730 94 89 

Frech wood (cs SOMPCEWITGNS) solo" Se Sn i 14.3 12.9 55 50 

Weal tong tor, (2-240 ponds). 804 oe eee ee) a 29-4 ee ee re ee 
SHEEGCON (2.00e Pats) 626. 2S Tei ee a se ae | 96: Otis 2 ee | eet het ae 


Norte.—Valuses given for resinous woods are low, since resin adds to heating value; for instance, dry 
longleaf pine with 20 per cent resin has a value ofapproximately 26,400,000 B. t. u., imstead of the 22,000,000 
given in thetable. The amount of bark in a cord of wood also affects the heating value; forinstance, bark 
of birch, Douglas fir, western yellow pine, and others has a higher value than the wood. Much of the 
theoretical value of both wood and coalislostin use. Whileanthracite and soft coal have about the same 
theoretical value, only from 70 to 75 per cent of this value is realized with anthracite and from 60 to 65 per 
cent with bituminous coal. Values decrease as temperature of fluegasesincreases. To get values for wood 
only partly seasoned it may be assumed that in most casesit will be about half seasoned in three months, 
two-thirds seasoned in six months, and entirely air-dry in about a year. 


It may be. seen from this table that the heating power of a given 
quantity of green wood is not so very much below that of the same 
wood after it has been dried. The choice of wood for fuel does not, 
however, depend entirely upon its calorific power; other factors, such 
as freedom from smoke, completeness of combustion, and rapidity of 
burning. play a very important part. Green wood is not only much 
heavier to handle but it is also harder to ignite and to keep burning, 
unless mixed with dry wood or with coal,and makes more smoke. For 
a slow fire green wood or a mixture of green and dry wood is 
often more satisfactory than dry wood alone, since the latter burns 
up rapidly and much of its heat escapes up the pipe. 
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Heating values of different parts of the same tree may vary con- 
siderably, because of differences in moisture content, proportion of 
bark to wood, and other factors. Tests made by the department of 
forestry of the Michigan Agricultural College gave the following 
results: 


British thermal units 
(per pound). 
sas : Dry 
Position. Moisture. matter. 
Green Dried 
wood. wood. 
Per cent.| Per cent. 
USItiub SPIO) MEET Sintheil] oe SAgann snensoaduoeroBeeoacacsasecase 40.2 59. 8 5, 534. 4 9, 253. 5 
Eel HOAnG Neal SiUIIMP/ se =. sews cleo mine a te eects olla ciee Done 74.7 7, 258. 0 9,718.5 
Renee, CeO, WGRNP OO) Ob Saco cho adosseadoSoeebocmuncdadacracas 44.1 55. 9 5, 086. 6 9,098.5 
Beccnein ib p2 INCHES GlaMeORs jo. <a aend a mete eiseinico 36. 2 63. 8 5, 888. 4 9, 227.1 
MapleySaps MCAT SCUMIP Misi fo cla ianialalate met ieleia alae = lie al ejcle =e 36. 1 63.9 5,581.9 8, 735. 8 
Maplin MOAR, MCAT SUMED cllolebe cm a sie alate a off iee i a inl alr 32. 8 67. 2 5, 870. 8 8, 735. 8 
WIE TSG, SET) MERE VOWS sob droedanedoodos soxcconoonseocedemorcs 30. 8 69. 2 6, 099. 1 8, 813.3 
5, 817. 2 9,045.8 


Maple lomnb, Zinchesidiameter- 222. 92552) 407 ce eek eek) 35.7 64.3 


In a number of species the bark has a higher heating value than 
other parts of the tree. In the Northwest, Douglas fir bark is often 
a principal source of fuel in firing donkey engines. The bark of 
shagbark hickory has a high fuel value and burns with intense heat, 
but with much crackling. In the case of many woods, such as the 
cedars, the bark has a comparatively low fuel value and leaves a large 
proportion of ash. 

Root wood is little used for fuel, mainly because of the difficulty in 
getting it and its awkward form. It is interesting to note, how- 
ever, that the roots of mesquite are capable of producing more heat 
than the average butt cut, and are commonly dug up for firewood 
where other wood is very scarce. Very often mesquite roots are so 
much more developed than the rest of the tree that the name “ under- 
ground forests” has been applied to stands of the timber in semi- 
arid regions. 

The rapidity of burning may be important where quick heating is 
desired. Asa general rule the softwoods burn more readily than the 
hardwoods, while the lighter hardwoods burn more readily than the 
heavier ones. The pines, for instance, give a quicker, hotter fire and 
are consumed in a shorter time than birch, but birch gives a more in- 
tense flame than oak. On the other hand, the oaks give a more steady 
heat. Less than 5 per cent of the wood used as fuel is consumed in 
the industries, the remainder, or more than 95 per cent, being used 
for domestic purposes, where such qualities as ease of ignition, ra- 
pidity of combustion, freedom from smoke, uniform heating, or 
quickness of burning, depending on the particular results desired, are 
more important than calorific value. A few species, such as chestnut, 
butternut, tamarack, and spruce, are in ill favor for open fires be- 
cause they throw off sparks. 
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Another point worth bearing i in mind in connection with the burn- 
ing of wood in-place of coal is the difference in the amount of ash 
produced. A cord of hardwood will make only about 60 pounds of 
ashes, while a ton of hard coal will make from 200 to 300 pounds. 

A pound of wood briquet, irrespective of species, should have 
about the same heat value as dry wood, probably a little higher, on 
account of the heat value of the organic binder (if one is used), 
which may have a greater unit heat value than wood and thus raise 
the average slightly. If the resins in the wood are used as binders 
the same result may be expected. In comparing briquets with cord- 
wood or stove wood it must be remembered that the briquet is usually 
drier and will therefore generate more heat per pone of material 
than will wood. 

In actual use wood fuel does not always show up as favorably in 
comparison with coal as the above heat values would indicate. This is 
probably due to the fact that it is not the actual heat-producing 
power of the fuels that is compared but the efficiency of the appara- 
tus for utilizing the heat. Wood requires about one-third more grate 
surface and two-thirds more cubical space than coal for generating 
an equal amount of steam. 

In logging engines a ton of good grade bituminous coal is consid- 
ered equivalent to a cord and a half of air-dry oak or two cords of 
softwood. Two and a half cords of pine knots (about 125 cubic 
feet) are thought to furnish about the same amount of steam as 1 
ton of southern soft coal. For general calculations for stationary 
engines 1 ton of coal is considered equivalent to 2 cords of wood, or 
1 pound of coal to 24 pounds of wood. During the winter of 1917-18 

1Since potash is now greatly in demand, the quantity which may be obtained from 
wood ash is worth consideration. 

The quantity of ashes obtained from a cord of wood varies with the conditions under 
which it is burned. About 30 cords of hardwood produce a ton of ashes equal in quan- 
tity to the Canadian wood ashes of commerce; but the same quantity of wood consumed 
as fuel in a cook stove or other small, closed burner would be far more completely reduced 
and would produce only about one-third to two-thirds of a ton of ash. On the other 
hand, commercial hardwood ashes contain only 5 per cent of the valuable fertilizer 
potash, whereas stove ashes contain from 10 to 15 per cent, so that the amount of potash 
to be had from a cord of wood is about the same however the wood is burned and re- 
gardless of the bulk of the resulting ash. Softwood ashes contain on an average about 
one-third less potash than hardwood ashes, and the quantity of ash obtained from 
softwoods is less than from the same bulk of hardwood. The present price of potash, 
about 25 cents a pound, or $500 a ton, almost prohibits its use in fertilizers. 

It is important always to keep wood ashes under cover, as they leach rapidly if allowed 


to become damp. New ashes should be allowed to cool before they are dumped on the 
ash heap. 

It is estimated that the ashes from a cord of northern hardwoods will furnish about 
20 pounds of lime, more than 3 pounds of potash, and a half pound of phosphoric acid, 
and that they have a value at present prices of about $1. 

H. J. Wilder, agriculturist of U. S. Department of Agriculture (letter to Mr. A. F. 
Hawes, July 18, 1918) : Hardwood ashes which have not been wet analyze about 5 per 
cent potash, 30 to 35 per cent lime, both in desirable forms. Potash contents of soft- 
weods is rarely below 3 per cent. Hardwood ashes have 600 to T00 pounds lime per 
ton of ashes. Mixture of coal ashes from factories would do no harm. 
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one factory which normally used 50 tons of soft coal a day used for 
a month in mid-winter a minimum of 15 tons of coal and 50 cords 
of mixed hardwood daily, from which the conclusion may be drawn 
that for steam production 1 cord of green hardwood is equal to 
seven-tenths of a ton of soft coal. Careful tests made in Georgia 
showed that to keep a room at a comfortable temperature with an 
open-hearth fireplace nearly 10 times as much wood must be con- 
sumed as when a stove is used. This plainly indicates that it is very 
uneconomical to depend on open fireplaces alone for heating houses. 


WOOD FUEL FOR THE FUTURE. 


GROWING TIMBER FOR FUEL. 


There is probably a general impression that timber for firewood 
can be grown rather rapidly, within a period of 5 to 10 years. This 
will not hold true for general forest areas, especially hardwoods. 
From 20 to 50 years and even longer are required to produce a full 
stand. The sprout forests of southern New England will grow a 
crop of wood in 10 or 15 years and perhaps less; a full stand, how- 
ever, requires more time. Planted catalpa on good soil will yield 
fairly well in 8 or 10 years; and eucalyptus or blue gum will produce 
a heavy growth in five or six years. Willow and cottonwood on 
suitable sites will yield firewood in from 10 to 15 years, but usually 
a longer time is required for large yields even with these rapidly 
growing species. Old field and white pine make rapid growth and 
yield heavily in a comparatively short time. With hardwoods like 
oak, hickory, maple, beech, birch, etc., not much can be expected in 
less than from 380 to 50 years. 

An average of 1 cord of fuel wood per acre per annum is a large 
yield, taking the country as a whole. Hardwood forests will prob- 
ably not average more than three-fourths of a cord growth per year 
and many will not make more than one-fourth of a cord. With the 
faster-growing species 2 cords per acre is a high average annual yield 
even on favorable sites. With average natural stands of cottonwood, 
cordwood can be obtained in about 16 years, with a total yield of 
approximately 424 cords per acre, or an annual yield of 2.7 cords. 
Under particularly favorable conditions of growth the time may be 
shortened to 12 years, especially where thinning and cultivation are 
possible. Since stands cut for cordwood can be most easily renewed 
by coppicing, the second rotation should be much shorter than the 
first because of the more rapid growth of the sprouts. Eucalyptus 
in California is reported to yield as high as 7 cords per acre per an- 
num on a comparatively short rotation. With the pines a yield of 
over 4 cords per acre per annum has been reached. Only on the best 
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sites and under suitable climatic conditions can such yields be ex- 
pected even with these species. 


FORESTRY. 


Tt will not do for communities in wooded regions to depend on the 
chance growth of wood for their future fuel supply. Already many 
communities, especially in the Northeast, are finding it necessary 
each year to go farther and farther back for their wood, or to cut 
smaller trees each succeeding year, because the available supply of 
standing wood is too small to allow the trees to grow to the proper 
size before they are cut. 

Tt is not too much to expect that the time will come—and soon in 
some regions—when it will be necessary to provide definitely that cer- 
tain areas be set aside to produce wood, and that they be so man- 
aged as to produce the maximum amount of wood possible within 
the shortest possible time. It is not desirable to devote good 
agricultural land to growing an annual supply of fuel; generally the 
inferior land on farms will grow sufficient fuel to supply regularly 
each year’s needs. Farms with such land are numerous in the hilly 
sections of the country, and are found almost everywhere except in 
the prairie and plains regions and in limited areas in the river 
bottoms. 

Meanwhile. the least that should be done is to see that fire and other 
destructive agents are kept out of growing woodland, and that when 
cutting is done for firewood only that material is taken out whose 
removal will not cause injury to the productive capacity of the 
remaining stand. Advice on these matters will be freely given by 
the various State forestry departments, or where they are not avail- 
able, by the Forest Service of the United States Department of 
Agriculture. ‘ 

MUNICIPAL FORESTS. 

Acute need for fuel in emergencies furnishes one of the strongest 
arguments for maintaining municipal forests by cities or towns in 
wooded districts where this is possible. These emergencies may be 
expected periodically, and municipal forests serving as parks and 
pleasure grounds or as protection to water supplies can come into 
play as fuel reserves in time of stress when coal can not be obtained 
in sufficient quantities for the needs of the communities. It is a point 
well worth the thoughtful consideration of every community which 
has woodland adjacent to it suitable for this purpose. Some towns 
already own such tracts, and no doubt there will eventually be many 
of these forests in the older settled sections of the country when it 
is found how easily they are handled and how advantageous they are 
in many respects. Instead of being sources of expense, well-managed 
woodlands should quickly become sources of considerable revenue to 
the communities owning them. 
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PROMOTING USE OF WOOD FOR FUEL. 


PUBLICITY. 


Where wood fuel has been little used or its use has been discon- 
tinued for a long time, a great deal can be done toward developing 
a demand for it by means of newspapers, motion pictures, illus- 
trated talks, “cut-a-cord” clubs, “cutting bees,” and posters. News- 
papers are usually most active in advertising the work when fuel 
conditions are acute. In the depth of winter when a shortage 
is severe it is a matter of news and is “played up” a great. deal, but 
at other times it is difficult to use this medium of publicity. Motion 
pictures may be used, with short, pithy sentences embodying facts 
about wood fuel. Lantern slides are being used to illustrate talks 
on wood fuel given before clubs and various local organizations in- 
terested in the subject. Posters carrying catchy slogans and con- 
densed information have been devised in several States and have been 
very effective. 

“Cutting bees,” so called, are organized efforts at getting out wood 
by a crowd and are in the nature of a picnic. They are carried on 
with great enthusiasm and rivalry, and well serve the purpose of 
advertising the need of wood fuel and the means of getting it. 
Other forms of organization can be used which suit the particular 
locality and the spirit of the people, or existing organizations can 
be turned in this direction. 

“Cut-a-cord” club, as organized in New England and some other 
sections during the winter of 1917-18, carry the “cutting bee” idea 
still farther. Each member agrees to cut a definite amount of wood, 
either one cord or several. Organization is made semipermanent, 
so that the work is carried on more systematically than in the more 
or less spontaneous “bees.” 

Many other ways can, of course, be devised to suit local conditions 
and to arouse interest and action. The essential point is to arouse 
the public from its inertia. 

When the public realizes the necessity of returning to wood fuel 
the advertising campaign is mainly finished. It should be succeeded 
by a campaign of instruction in methods of producing wood fuel 
and in organization for its production and distribution. With the 
population concentrated at a distance from its fuel supply, as a 
large part of it is to-day, and not accustomed to providing fuel in ad- 
vance of need, individuals are not able to cope with an emergency 
brought on by war, prolonged congestion of transportation, or inter- 
ference with coal production. 

A number of different organizations have been developed to meet 
this situation, such as wood fuel committees, war fuel companies, 
municipal wood yards, and “cut-a-cord” clubs. 
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The wood fuel committees may be State, county, or community 
organizations. In some States all three are used and all work more 
or less closely with the Fuel Administration. Many municipalities 
appoint such committees temporarily during the emergency winter 
season to organize means of production and transportation of wood 
as well as to equalize its distribution and price. All these com- 
mittees should be made permanent,-for much effective work can be 
done by them during that part of the year when conditions are not 
so acute. 

As usually organized, a war fuel company is a stock company made 
up of public-spirited citizens operating under a charter duly regis- 
tered with the State. The object is to buy and sell wood and coal at 
a low rate of return on the money invested, for the purpose of alle- 
viating the undesirable conditions that are bound to follow wherever 
sufficient fuel can not be had by families, business concerns, and — 
public institutions. The rate of profit is sometimes limited to not 
more than 6 per cent and the proceeds are turned over to some 
public charity. 

WOOD FUEL LEGISLATION. 

Doubtless in many cases State legislation would help to promote 
the use of wood fuel. Price regulation, measuring, shipping, mar- 
keting, and other features may be aided by specific laws adapted to 
local conditions. 

In Virginia an order has been issued by the Federal Fuel Admin- 
istrator for the State prohibiting any person residing outside the 
cities or incorporated towns from obtaining coal except by special 
permit from the local administrator upon the execution of a state- 
ment to the effect that wood is not available. This was done to bring 
about the substitution of wood for coal to a very appreciable extent 
without imposing serious hardship on those required to use wood. 
Similar restrictions for most localities in the eastern United States 
would seem desirable as a reasonable means of bringing about a 
greater use of wood fuel by those who have wood around them or can 
obtain it readily. This method is sufficiently elastic to accomplish 
the object aimed at without working hardship on those who can not 
reach wood. It should be especially valuable in the matter of coal 
embargoes which may be suddenly found absolutely necessary in the 
depth of winter in a fuel crisis. When an embargo must be laid, it 
should be a flexible one and the heaviest restrictions placed on those 
localities where wood is available and on those consumers who can 
use wood fuel. In this way coal may be conserved and the evil effects 
of a blanket embargo avoided. 


MUNICIPAL WOOD YARDS. 


In many places municipalities themselves organize wood yards to 
purchase, manufacture, and distribute wood fuel, in order to sup- 
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plement the regular supply where no other agencies exist to take the 
whole field. Wood handled by them is usually sold at cost. 

In some States a grant of specific power is necessary before a 
municipality can engage in the fuel business. In many cases in the 
eastern United States last winter this fact was a serious obstacle 
which prevented cities and towns from taking active relief measures 
to keep the people warm and supply power to essential commercial 
enterprises. In two States, Maine and Mississippi, public fuel yards 
are specifically authorized by law. The Mississippi law, approved 
April 21, 1918, authorizes municipal wood*and coal yards.1_ The 
essential features of this law are of especial interest in view of the 
country- -wide effort being made to provide SEN a fuel shortage 
in the future. By this law— 

(a) The authorities of every municipality are authorized to establish and 
operate wood and coal yards until one year after the close of the war, for the 
purpose of supplying the inhabitants with fuel. 

(0) A municipality which establishes and operates a wood yard or coal 
yard has full power to create, fill, discontinue, or abolish all such offices or 
employments in connection therewith as may be deemed necessary or proper; 
to fix and pay salaries; to cut, purchase, transport, sell, and deliver wood or 
coal necessary for providing the inhabitants with fuel; from time to time to 
fix the selling prices and the terms of sale; and to make and enforce such rules 
and regulations as may be necessary for the carrying out of the act. 

(c) The necessary funds are to be set aside out of the general municipal 
fund, or borrowed at interest on the credit of the municipality. 

(d@) In order to borrow money for this purpose the municipality is required 
to publish in local papers, for a period of ten days, a full statement of its inten- 
tions, stating the sum needed and rate of interest to be paid. In case a protest 
signed by at least 25 per cent of the qualified electors of the municipality is 
filed before the expiration of the period of advertisement, the question must 
then be submitted in an election requiring for passage the approval of a majority 
of the qualified electors. 


Similar action by other States is desirable. 
WOOD FUEL RESERVES. 


There is considerable difficulty in getting wood into suitable form 
for fuel and transporting it to the market on short notice. It is 
only a matter of good business foresight for those communities 
which have the wood around them to see that some time during the 
season a sufficient supply is cut and hauled to where it may be easily 
available as a reserve for the winter season. The time to cut it is at 
any slack time during the year, preferably in the spring, so that it 
will have time to season thoroughly by the next winter. 


1Although Mississippi is the first State to respond with a law on the subject in the 
present emergency, it is not actually the first to pass such legislation. As early as 1903 
Maine passed a law allowing cities to establish public yards for sale of wood, coal, and 
other fuel without financial profit. The Maine law has been sustained by the highest 
court in the State and also by the United States Supreme Court. 
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In this connection it is very desirable that reasonably close esti- 
mates be made in advance of the amount of wood which will be 
available to different communities from all sources. It would be a 
comparatively simple undertaking to secure estimates of the amount 
' of fuel wood which is ready for use or which it is planned to cut for 
the next winter. The figures should include (1) the number of cords 
used in the previous year; (2) the number of cords cut, including 
the amount left over from the previous winter; (8) the number of 
cords to be cut for winter, say from September 1 to December 31. 
Such figures would afford valuable bases not only for organizing 
wood fuel work but also for allotting supplies of coal. 


SUMMARY. 


1. With enormous supplies of wood widely distributed over much 
of the United States, especially the eastern half, there is no excuse 
for suffering because of inability to get coal. 

2. Wood is already widely used in rural districts; its use can and 
should be greatly extended, at least during the present crisis, to save 
coal and cars for more essential uses. 

3. Wood can be substituted for coal with greatest public benefit 
in places where rail-hauled coal can be replaced with wagon-hauled 
wood. Long distance rail transportation of wood is not economical. 

4. Domestic consumers in rural districts and small cities can most 
easily substitute wood fuel for coal. Most types of stoves and 
furnaces can be adapted to the use of wood. 

5. Except in case of plants which use their own wood refuse, or 
others in the close vicinity of such plants, wood fuel is less economi- 
cal than coal for factories. When coal can not be had, however, 
wood can be used with fairly satisfactory results, and is cheaper than 
shutting down the plant. 

6 The widespread use of wood for fuel, if only such wood as is best 
fitted for this purpose be taken, will be of great benefit to our forests 
as well as a source of revenue to their owners. 

7. To promote the use of wood fuel, especially where it is not now 
in general use, will require organized effort, preferably by com- 
munity, municipal, or State organizations. Such effort should cover 
the stimulation of demand for wood and stimulation of production 
by private agencies, as well as direct organization of producing, 
transporting, and marketing of wood fuel by the community. 

8. Reserves of wood fuel should be established in all districts 
where there is a possibility of fuel shortage. For the present these 
reserves will probably consist largely of wood purchased from pro- 
ducers; it may eventually be advisable for communities to own their 
own woodlands in order that they may more Sees regulate the 
cutting and the price of fuel wood. 
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APPENDIX. 


PUBLICATIONS ON WOOD FUEL. 


Early in 1917 publications began to appear treating wood fuel 
briefly with reference to local conditions. They were issued mostly 
by States, and State foresters were chiefly instrumental in getting 
them out. The first one appeared in June in the shape of a press 
bulletin by K. W. Woodward of the New Hampshire Agricultural 
College, Durham, N. H. This was followed by others until at least 
20 have been published. Canada also published one early in 1918 
modeled on those put out by the States. Future publications should 
go into detail as to the quantity of wood fuel available in the State 
and its distribution, as well as the amount of fuel wood cut and 
used by specific localities within the State. 


RECENT PUBLICATIONS ON WOOD Nl 


Emergency Fuel from the Farm Woodlot, by A. F. Hawes, Circular 79, Office 
of the Secretary, U. S. Department of Agriculture. (Contributed by the 
Forest Service, Washington, D. C., October, 1917.) 

Firewood, by K. W. Woodward, Extension Circular 22, September, 1917, New 
Hampshire Agricultural College, Durham, N. H. 

The Fuel Situation, by K. W. Woodward, Extension Press Bulletin 77, June, 
1917, Agricultural College, Durham, N. H. 

Wood Fuel, by Paul D. Kneeland and F. W. Rane, Massachusetts State For- 
ester’s Office, 1917, Boston, Mass. 

Wood Fuel, by R. D. Forbes, Assistant Forester, Department of Conservation 
and Development of New Jersey, 1917, Trenton, N. J. 

A press bulletin was issued October 13, 1917, by the State fuel administrator 
at Greensboro, N. C., urging the cities and towns of the State to furnish wood 
to consumers at cost aS a war measure. 

Wood as Emergency Fuel, by J. H. Foster and F. H. Millen, bulletin, department 
of forestry, Agricultural and Mechanical College, 3d series, vol. 4, No. 2, 
January 15, 1918, College Station, Tex. 

Cordwood for Fuel, by J. H. Pratt and J. S. Holmes, Press Bulletin 160, North 
Carolina, Geological and Economie Survey, January 30, 1918, Chapel Hill, N. C. 

Wood Fuel, by William G. Howard, assistant superintendent of State forests, 
Bulletin 16, conservation commission of New York, 1918, Albany, N. Y. 

Wood Fuel to Relieve the Coal Shortage in Eastern Canada, by Clyde Leavitt, 
chief forester, commission of conservation, Ottawa, Canada, 1918. 

Municipal Woodyards, by the Federal Fuel Administrator (Wood Fuel Depart- 
ment for Georgia), Commerce, Ga., February, 1918. 

Wood Fuel for Iowa, March, 1918, by Prof. G. B. McDonald, Iowa State College, 
Ames, Iowa (in cooperation with Charles Webster, Federal fuel adminis- 
trator for Iowa.) 

Coal Conservation and Wood Fuel, March, 1918, State fuel administrator for 
Minnesota. 

Tamarack for Fuel, 1918, issued by the publicity department, Minnesota, com- 
mission of public safety, St. Paul, Minn. 

Wood Fuel and Democracy, 1918, State fuel administrator of Minnesota, St. 
Paul, Minn. 
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Cordwood Producers, list furnished to Minnesota forest service for distribution, 
March 12, 1918. 

Firewood to Relieve the Coal Shortage, Forestry Leaflet No. 19, February 15, 
1918, by F. W. Besley, State forester, Maryland State board of forestry, 
Baltimore, Md. 

Firewood and the Woodlot, Press Bulletin 1918, by Edmund Secrest, Soviet for- 
ester, Wooster, Ohio. 

The Price of Fuel Wood, by William K. Prudden, State fuel administrator, 
Lansing, Mich., March, 1918. 

Wood and the Present Fuel Emergency, by John M. Briscoe, Maine Forestry 
Association, February 6, 1918, Bangor, Me. 

Municipal Woodyards, Circular 2, by T. A. Parker and James B. Berry, of the 
wood fuel department of United States fuel administration for Georgia, 
May, 1918. 
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